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by the Ministries of the Government of India ( other than the Miaistry of Defence ) and by the 
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Patent Olice Branch , 
61, Wallajuh Road , 
Madras - 600 002 . 


The States of Andhra Pradesh , Karnataka , Kerala , Tamil 
nadly, and the Union Territories of Pondicherry . Luccadive, 
Minicoy and Amindivi Islands. 


Telegraphic address " PATENTOFIS" . 


THE PATENT OFFICE 
PATENTS AND DESIGNS 

Calcutta , the 22nd February 1986 
ADDRISS AND JURISDICTION OF OFFICES OF THE 

PATENT OFFICE . 
The Patent Office has its Head Ollice at Calcutta and 
Branch Ollices at Bombny, Delhi and Madras having terri 
torial jurisdiction on a zonal basis as shown below : - - 

Patent Office Branch , 
Todi Estates, 3rd Floor, 
Lower Patel ( West ) , 
Bombay - 400 013 . 

The States of Gujarat, Maharashtra , and Madhya Pradesh , 
and the Union Territories of Goa , Daman and Diu and 
Dadra and Nagar Haveli. 
Telegraphic address " PATOFFICE" . 

Patent Omcc Brunch , 
Unit No. 401 to 405, 3r1 Floor, 
Municipal Market Building, 
Saraswati Marg, Karol Bagh . 
New Delhi- 110 005. 


Patent Office, (Head Office ), 
214 , Acharya Jugadish Bose Road , 
Calcutta -700 017 . 


Rest of India . 
Telegraphic address “ PATENTS" . 


All applications, notices , statements or other documents or 
any fees required by the Patents Act, 1970 or the Patents 
Rules, 1972 will be received only at the appropriate Offices 
of the Patent Office . 


The States of Huryana , Himachal Pradesh , Jammu an ? 
Kashmir , Punjab , Rajusthan and Uttar Pradesh and the 
Union Territories of Chandigarh and Delhi , 
Telegraphiw address “ PATENTOTIC ". 
1 _ - 467 G1/8 " 

( 115 ) 


Fer s : - The fees may either be paid in cash or may be 
sent by Money Order or Postal Order, payable to the Con 
troiler at the appropriate Ollices or by bank draft or 
cheolli rayable to the Controller drawn on a scheduled bank 
at the plaçç where the appropriate oflice is situnted . 
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CORRIGENDA 


43 Cal / 86 . Midrex International B . V . Rotterdam Apparatus 

for generating a reducing gas and for reducing 
iron Oxicle. Divisional date 1st Junc. 1983 ), 


( 1 ) 
In the ( iazette of India , Part III, Section 2 date the sth 
January , 1985 under the heading " PATENTS SEALED " 
Holute 145387 . 


APPLICATION FOR PATENTS FILED AT THE PATENT 
OFFICE BRANCH , MUNICIPAL MARKET BUII DING , 

3RD FLOOR , KAROL BAGH , NEW DELH ) - 110 005 


- 


(2 ) 


1st January, 1986 


in the Gazette of India , Part II, Section 2 dated the 
5th January . 1985 under the heading " PATENS SEAL ED " 
delere 145398 . 
APPLICATION FOR PATENTS FILED AT THE HEAD 
OFFICE 214 , ACHARYA TAGADISH BOSF ROAD , 

CALCUTTA - 700 017 
The calcd shown in crescent biachots are the dates claimed 
under Section 135 of the Act. 

16th January, 1986 
28 / Cal , 86 , Clouth Gummiwerke Aktiengesellschaft. Rail 

Support . 


1 / Del 80 . Council of Scientific and Industrial Rescarch , 

5 ,1 process for the manufacture of insulating 

brick from rice husk ash " . 
2 . Del : 86 . Council of Scientific and Industrial Research , " A 

process for the manufacture of high lumina re 
Cructory brick froni sillimanite beach sand " . 


29 11 / 86 . Spetsialnoe konstruktorgkoe Bjuro Gidroimpuls 

noi Tekliniki Şibirskogo Otdelenia Akademii Nauk 
SSSR . Worktablc for an apparatus for explo 
sion working of materials , 


3 . Del / 86 . Shri Ram Institutc for Industrial Research , " A 

process for the preparation of 2 - ethyl hexyl chlo . 

roformate " , 
A , Del/ 86 . Shi Ram Institute for Industrial Research , " A 

process for the preparation of peroxy Jicarbo . 

nates " . 
5 / Del / 86 . Shri Ram Jastitute for Industrial Rescarch , “ A 

process for the preparation of N - octyl chloro 

formate " , 
Ô Dcl / 86 . Salabh Netverlal Kinariwala , “ A traverse aruny"". 


17th January . 1986 
20 . al/ 86 . Dalinii Institute of Scientific & Industrial Rc 

Search and Orissa Cement Limited . Process for 
the manufacture of silica refractory bricks, 


2nd January , 1986 
7 1c] / 86 . Hari Krishan , " Rotary stirling throc- in -one " . 


31 /Cal 86. I uis Gonzaga Quinhoncs Godinho . High preci. 

sion electronic thermostatic controller for general 
application . 


32 Cal. 86 . TLV Colld , Cias-water separator. 


8 De} , 86 . Shui Rum Institute for Industrial Research , " A 

process for the polymerization of unsaturated 

monon 
9 / Del 86 . NL Industries, Inc., " A method of drilling a 

well" . ( Convention date 16th November, 1981 ) 
( U . K . ) . 


33 Cal/ 86 , ( 1 ). Ivan Ivanovich Zozulya , ( 2 ) Andrei Fedo 

rovich Gresko , ( 3 ) Anatoly Stepanovich Kostyrko , 
( 4 ) Mikhail Ruvimovich Ovsischer, ( 5 ) Vladimir 
Fotorovich Reutsky , (6 ) Ivan Danilovich Krivo 
shoei . ( 7 ) Alcxei Andreevich Lavrinenko , ( 8 ) 
Juv Ivanovich Golovicv. ( 9 ) Leonid Kuzmich 
Slobodyanjuk , ( 10 ) Vasily Ivanovich Ivanus. 
Process for producing powder-like sulphur prepa 
rations. 


10 /Dcl . 86 , Gosudarstvenny Prockino- Konstruktorsky I Ex 

perimentalny Institut Po Obogatitclnomu Oborli 

dovaniju " GIPROMASHOBOGASCHENIE " , A 

aerator of il flotation machine" . 
11 /Del 86 . Champion Spark Plug Europe. S. A ., " Improved 

wiper blade " . 


34 / Cal; 86 . Bankunerica Corporation . High detergent/ dis 

rersant content lubricant additive for use in al 
cohol fuck burning engines , 


12 / Del/ 86 . Velsicol Chemical Corporation , " A process for 

the preparation of urea compounds" . [Divisional 
date 15th April, 1983 ]. 


35, Cal /86. The Regents of the University of California , 

High strength high ductility , low carbon dualphase 
steel product. Divisional late 1st February , 
19831 


3rd January , 1986 
13 /Dol /86 Gopallas Khandelwal, “ Improvements 

relating to corrugated cardboard boxes " . 


in 


or 


20th January, 1986 
36 /Cal /86 . Beloit Corporation . Multi -disk refiner . 


14 Del. 86 . Jitender Gupla , "Gas carburetor " , 
15 Dcl/ 86, Shain l. Tickoo , " Super grip adjustable wrench " , 
16 , Del / 86. Kennecott Corporation , “ Multi hubhed separable 

blade agitators " . 


37 / Cal 86 . Kawasaki Jukogyo Kabushiki Kaisha . Engine 

control system interlocked with clutch mechanism . 


38, Cal /86 Klein , Schanzlin & Bocker Aktiengesellschaft. 

servo -acluntech valle fitting , 


A 


to 


21st January , 1986 


6th January, 1986 
17 /Del: 86 Aaloke Suurie , " Improvement in or relating 

grinding and polishing head " . 
18 / Del 86 . Aaloke Surie , " Improvement in or relating 

mannual platform polishing machine" . 


to 


39. Cal/ 86 , University of Queensland , Conversion of sucrose 

to cthanol using the bacterium zymomongs mobi 
lis, (Convention dated 25th January , 1985 ) 
Australia and (22nd February , 1985 ) Australin . 


19 /Del / 86 . Sumitor Choudhary , " A cooling system in the 

moving vehicle i.c ., Railway Compartments, Buses, 
Cars etc. " , 


40 /C1/ 86 . Semens Aktiengesellschaft, Low voltage circuit 

breaker with 1 current transformer . 


41/ Cal 86 Vijay Paul. An optical sighting device . 


20 / Del: 86 . Tostitut National Des Sciences Appliquees De 

Lyon , " Composite material for construction pur 
posus hased of pozzuolanas and glass fibers and 
and processes for manufacturing sume" , 


42 Cal/ 86. Melvin Millard Melton. Podent Trop , 
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7th Jiinuary , 1986 
21 /Del: 86 . The Goodyear Tire & Rubber Company , “ Method 

of manufacturing partially crystallinc polyester 
articles , 


COMPLETI: SPECIHICATION ACCEPTED 
Nolice is hereby given that any person interested in 
opposing the grant of Patients on illy of the applications 
cunccincd , way, at any time within four months of the date 
of this issue or with such futher period not exccodiny onc 
month applicd for on Form 14 prescribed under the Patents 
Rules , 1972 helore the cxpiry of the said period of four 
months, give notice to the Controller of Patents on the 
prescribed Foi 15 , of such opposition . The written statc 
ment of opposition should be filed along with the said 
notice or within one month of its date as prescribed in 
Rule 36 of the Patents Rules, 1972 . 


22 /Del / 86. Iniperial Chemical Industries PLC ., " Apparatus 

for cffccting yas liquid contact " . ( Convention 

dulc 18th January , 1985 ) ( U .K . ). 
23 . De1/ 86 . Porter Instrumentation & Controls , " A circuit 

breaker " . 


Xth limary 1986 


" I he classifications given below in respect of cuch specifi 
cution are according to indian Classification and International 
Classification ." 


A limulcd number of printed copies of the specifications 
listed below will be available for sale from the Government 
of ludia Bouk Depot, 8 , Kiran Sankar Roy Road , Calcutta , 
in due COLUSC . The price of each specification is Rs. 2 / 
( postage cxtril iſ sent out of India ). Requisition for the 
supply of the printed specifications should be accompanied 
by the linber of the specification s as shown in the follow 
ing list, 


24 ; Del 86. Bayer Aktiengesellschaft. " Process for the pro 
duction of 4 -nitrodiphenylamines 

9th January , 1986 
25 /Del /86 . Alan Elgar Herbert Ellis , " Lockable drive 

mechanism " . (Convention date 15 - 1 - 1985 ) 

( U . K . ) , 
26 . Del/ 86 . Eastway Holdings Ltd ., “ Method of sccuriny 
the stator of an electrical machine " . 

10th January, 1986 
27: Del / 86 . Vivek Mull, " A peak flow monitor" , 
28. Del / 86 . Oil & Natural Gas Commission , " A subsurface 

pressure gaugc " , 
APPLICATION FOR PATENTS FILED AT THE PATENT 
OFFICE BRANCH , 61, WALLAJATE ROAD , 

MADRAS -600 002 

6th January , 1986 
4 /Mas 86 . Vecjay Lakshmi Loginccring Works Private Limit 

ed . Improvement in or rclating to yam guides 
in il ring twisting frame. 


Typed or photo copies of the specifications togetber with 
photo copies of the drawings , il way , can be bupplicd by 
The Patent Office . Calcutta on payment of the prescribed 
copying charges which may be ascertained on application to 
that office . Photo copying charges may be calculated by 
adding the number of pages in the specification and draw 
ing sheets mentioned below ilgainst euch accepted specifica 
tion and multipling the same by ( our to get the charges as 
the copying is the copying charges per page are Rs. 4 / -. 


CLASS : 176 


157262 


5 , Mas / 86 . Vcejay Lakshmi Engineering Works Private Limit 

ed . improvements in or relating to ring twisting 
frame, 


6 Mas / 86 . Union Carbide Corporation . Use of acyl urea 

compounds for controlling cndoparasites and ccto 
parasites of warm - blooded animals . 

7th January, 1986 
7 / Mas , 86 , Mobil Oil Corporation , A catalytic dewaxing 

process and a catalyst composition for use in the 

same. 
8 /Mas 86 . Furukawa Denchi kabushiki Kaisha ( also known 

is the Furuhawit Battery Co ., Ltd . ) & Honda 
Gikan Kogvo Kabushiki Kaisha ( also known 28 
Honda Motor Co ., Ltd . ) . Storage Battery . 


Int. ( 1. : F 23 k 5 / 00 , 

FLUID INJECTOR . 

Applicant : PEABODY HOLMES LIMITED , A BRITISH 
COMPANY, OF TURNBRIDGE, HUDDERSFIELD HD 
ORB , ENGLAND , 

Inventor : BARRY JAMES COHEN , JOSEPH SCARA 
MUZZA AND GRAHAM TOCK . 

Application for Patent No. 504 /Del/ 81 filed on 10th 
August, 1981. 

Convention date 22nd August, 1980 / 8027477 ( U .K . ). 


Appropriate ollice for opposition procecdings (Rule 4 , 
Patciits Rules , 1972 ) Patent Office Branch , New Delhi- 110005. 


9 Claims 


8th Janury , 1986 
9 / Mas / 86 . K . S . G . Doss . Improvements relating to extrac 

tion of sugar from sugarcane . Stcam -aided inbi 
bition . 


10 Mas /86 . Anico Batteries Limitcu . Dry -charge process for 

lead acid hattery negative plates using water 

iniscible organic liquids, 
IL Mas/ 86 . Mitsuboshi Belting Ltd. Power Transmission 
Apparatus . 

9th January, 1986 
12 /Mas 86. Flakt Aktiebolag . A discharge electrode . 

10th January , 1986 
13 Mas. 86 , C . Kolachari. A device for generating clectri 

city using buoyancy of water . 


A lluid injector comprising a Villve housing , an injector 
assembly including discharging means for discharging muid 
from the injector assembly , ducting for conveying said lluid 
between suid valve housing and said, discharging means and 
a control valle movable to ir first position in response to 
flow of nail fluid in 11 Sirst lijection through said Jucting in 
close said discharging means and return sail fluid from all 
ischarging means to said valve housing and movablc tu a 
second position in iesponse to low of said Huid in il second 
Virection through saict Juicting to open said discharging 
means to allow at least some of the fluisl conveyed to said 
discharginy means to be discharge thereform and to return 
any surplus ſuid to said valve housing inlet and outlet 
passages in a said valve housing for conveying suid fluid into 
and from said valve housing , il chunge - over valve in said 
Villve housing comprising a valve member adjustable into a 
tirst position to condition the injector for flow of said fluid , 
from Suid inlet passage through suid ducting in said first 
direction and into a second position to condition the injector 
for flow of suid fuid from said inlet passage through said 
ducting in soid second direction , and a spill return valve 
in cul liousing lovarymy the proportion betwcon te 
mult of Juil that is allowed to discharge from said vis 
changing means and the amount that is returned from suid 
discharging means to said valve housing when said control 


14 Mas / 86 . Corning Glass Works . Method of making 

soliuini - containing glass or ceramic . 
15 . Mas, 86 . Monsanto Company. Improved partially orient 

ed nylon yarn and process. 
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valve is in its said second position said spill return valve 
comprising a valve memci separate from said changc-over 
valve and adjustable relativo to fluid flow restricting means 
by means of which both the flow of fluid from the spill 

cturn valve to the injector assembly and the flow of fuld 
from the injector assembly to the spill return valve can be 
varicd sunullaneously , 
Compl. specn . 19 pages . 

Drg . 3 sheets. 


vertical face whereby said corc cflectively partitions the 
interior of the vessel into first and second reaction chambers 
each located below its s espective funnel-like outlet, Said 
chambers connecting with each other by means of a pair 
of channels formed by the provision within the vesself 
said central core , said channels being located between the 
top of the core and the roof of the vessel and between the 
bottom of the core and base of the vessel respectively , both 
said channels being located bicncath the level of the mollca 
metal bath , saiul first and second reaction chamber s cach 
being provided also below the surface of the metal bath 
with one or more means for the injection into said chambers 
of solici , liquid or gaseous reactants . 

Provisional Specification 20 pages. 
Complete Specification 28 pages . 

Drg . 1 sheet , 


CLASS : 129 N 

157263 
Int. Cl. : B23 k 1 / 02 . 

AN IMPROVED PROCESS FOR SOLDERING COPPER 
AND FERROUS WORK PIECES. 

Applicant : COUNCIL OF SCIENTIFIC AND INDUS 
TRIAL RESEARCH , RAFI MARG , NEW DELHI- 110 001, 
INDIA , AN INDIAN REGISTERED BODY INCORPO 
KATED UNDER TAL REGISTRATION OF SOCIETIES 
ACT (ACT XXI OF 1860 ) . 

laventurs : NANDA DULAL DAS, BAIDYA NATH 
MISHRA & SUKUMAR JANA . 

Application for Patent No. 506 / Del/ 81 filed on 11111 
August, 1981. 

Complete specification Icit on 10th November, 1982, 
Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi- 110005 . 


CLASS : 1720 

157265 
Int. CI. : D01 g 15 / 40 . 

AN IMPROVED APPARATUS FOR FEEDING FIBERS 
TO TEXTILE PROCESSING EQUIPMENT. 


Applicant : AUTOMATIC MATERIAL HANDLING , 
INC ., OF HIGHWAY 274 , BESSEMER CITY , NORTH 
CAROLINA , U . S . A , A CORPORATION OF THE STATE 
OF NORTH CAROLINA, UNITID STATES OF 
AMERICA 


Inventors : ALEX JACQUES KELLER 
PINTO . 


& AKIVA 


5 Claims 
An improved proxess for soldering copper to ferrous work 
picces comprising couting the work pieco jonts with a paste 
made of (m -1c4d solder powder and a mixture of zinc 
chloride and ammonium chloride dissolved in an alcohol or 
water and subjecting the same to heat at a temperatue in 
the range of 180 to 220°C . 


Application for Patent No. 603 Del/81 filed on 17th Sep 
tember, 1981. 

Complete specification leſt on 23rd August, 1982. 


Appropriate office for Opposition proceedings ( Rule 4 . 
latents Rulcs , 1972 ) Patent Office Rianch , New Delhi- 110005. 


Provisional specn . 4 pages . 

Compl. specn . 8 pages. 
CLASS : 4011 

157204 
Int. CI, : B01 ; 7 , 00 . 

APPARATUS AND METHOD FOR THE SIMULTANE 
UUS PRODUCTION OF HYDROGEN UND CARBON 
MONOXIDE SEPARATELY OR AS AGASIOUS MIX 
TURE . 


11 Claims 
An iniproved apparatus for feeding fibers to textile 
processing cquipment of the kind such as herein mentioned 
Sirial apparatus including an axially extending rotatablc open 
ing roller and a sulystantially enclosed fiber collecting chute 
mcnus extending generally downwardly beneath said opening , 
roller said chute means having an open upper cnd extending 
ulong and parallel to the axis of said Opening roller to 
receive fibers as they leave said opening roller and having 
il wall extending generally downwardly from said open und 
with a width substantially equal to sail axial extent of said 
opening roller , wherein the improvement comprises : 


Applicant : COUNCIL OF SCIENTIFIC AND INDUS 
TRIAL RESEARCH , OF RAFI MARG , NEW DELHI 
110001, INDIA , AN INDIAN REGIS ? IRED BODY IN 
CORPORATED UNDER THE REGISTRATION OF SOCIE 
TIES ACT (ACT XXI OF 1860 ) AND SELSKAPET. FOR 
INDUSTRIELL OG TEKNISK FORSKNING VED NORG 
ES TEKNISKE HGSKILL , A NORWEGIAN RESEARCH 
INSTITUTE , OF N 7034 TRONDHEIM -NTH , NORWAY . 


( ill perfoutions formal in mil chule wall in an arcas 

exlending acioss the width thcieof uncl extending 

bove and below the normal level of fiberg Coll ." 
ed in soiul chute ; od 


laventory : SURENDRA KUMAR SAXENA . KEDAR 
NATH GUPTA , 

Application for Patent No. 518 /Del/ 1981 filed on 14th 
August, 1981, 

Complete Specification left on 13th August , 1982 . 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi- 110005. 


( b ) means for generating id current of air that flows, 

around the upper of sail roller and generally tan 
gentially therefrom toward saill perforations 10 
entrain suid fibers leaviny said opening roller and 
to assist in cqualising the level of fibers collected 

in said chute across the width thereof . 
Provisional specn . 9 pages, 

Drg 2 sheets. 
Compl. specn . 12 pages . 

Drg. 3 sheets . 


22 Claims 
Apparatus for the simultançous production of hydrogen 
and carbon monoxide either separately or as a gaseous 
mixture by the reaction within a molten metal bath of solid , 
liquid or gascous carbonaceous or hydrocarbon substances 
and Orygen , which apparatus comprises a substantially well 
shaped reaction vessel provided internally with a lining of 
Jefractory material and adapted to contain said molten 
metal bath , the upper end or roof of said vessel being 
formed integrally with two ſunnel-like outlets, said vessel 
being provided internally with a central core extending subs 
tantially horizontally from one verticul face to the opposilo 


( LISS : 24D 

157266 
Int. Cl. : B 60t 17. 00 . 
HYDRAULIC BRAKE BOOSTING DEVICE . 

Applicant : ESCORTS LIMITED , F -2 CONNAUGHT 
CIRCUT, NEW DELHI- 110001, INDIA , AN INDIAN 
( OMPANY. 


Inventory : MADAN MOHAN MEITA , SUNIL KUMAR 
CHAUDHARY & LADHU RAM CHAUDHARY . 


Pirr Ill - Sec . 27 
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NOOI 


. 


. 


Application for Patent No. 626 / Del :81 fled on 30th 
September , 1981, 

Completo specification left on 2nd December, 1982. 

Appropriate ollice for opposition proceedings ( Rule 4 , 
Patenty Rules , 1972 ) Patent Olice Brunch , Nư ! Delhi- 1100115 . 

3 Claims 
A hydraulic brake boosting device for a vehicle coinprising 
it brake booster coupled with a master cylinder , said brake 
booster bcing supplied with oil liom an oil tank through it 
llow control means, said oil lank being connected to a bi 
drectional gear pump means for clockwise and anti- clock 
wise direction Curresponding to the movement of whçels oi 
said vehicle , suid pump mcans having two ports and a vent 
Jine joining said tank , said two ports being connected tu 
said bruke booster having two ports , first post being connect 
ed tu said flow control means and second port of sail 
booster connected to said oil tank , said Master Cylinder 
bcing connected to a piston in said bruhc booster , 1 gap 
being maintained between said piston and valve rod for 
flow of oil from said first port to said second port such 
that when brukes are applied said gap closes and thereby 
pressure is developed in said hooster causing actuation of 
said master cylinder through aid pistun , release of said 
brakcs relieves the pressure in said , booster and said piston 
returns to the original position , 

Provisional specn . 7 pages . 
Compl. specn . 10 pages. 

Dig . 4 sheets. 
CI. ASS : 14 B 

157267 
Int. Cl. : Holm 1 /06 , 29 /00 . 

" A LEAD ACID BATTERY" . 

Applicant : JAI KRISHAN SHERA , OF DITO , MAY1. . 
PURI INDUSTRIAL AREA . PHASL - II, NEW DELHI 
110 064 , INDIA , AN INDIAN NATIONAL . 


24 Claims 
A method of manufacturing a flexible stranded body un 
the kind described , which melhou comprises Cuusiog i 
preſorted ciongats member of metal or metal alloy oL 
ilt froximately U - shaped transverse cross - section ty travel 

n the direction of ils length ; fceding into the space bounded 
by the U -shaped elongatc mumber at least one optical fibre 
1 such i wily that the rate of advance of the or wach 
fibre is restrained ; transversely folding or otherwise shaping 
the advancing U - shupcu elongate mçinber in such a way as 
to form i substanti.illy circumferentially rigid central core 
1 . ving it closcd clungate compartment within and extending 
througliout the Içngth of the core in which the or cuch 
indvancing optical libre is loosely housed ; injecting Wilter 
impermeable quedium of a grease -like naturç into the clongate 
compartient undes in controlled pressure , the consistency of 
the greasy water -impeireablo medium , the pressure and 
rate at which it is injected into the compartment and the 
degrec ol restraint imparted to the or each advancing 
optical libre being such that, ip a predetermined length of 
the stranded body , the length of the or cach optical libre 
exceeds ihe length of the elongate compartment by a con 
trollet ( vtent and the space within the elongate compark 
mcnt not occupial by the or each optical fibre is substantially 
filled with water -impermeable nicdium in a greasy state ; 
Lol helically winding around the central core so formed at 
least one layer of bare elongate clements of metal or metal 
alloy. 


Compl. speca , 21 pages . 


Drg . 1 sheet 


CLASS : 24DI 

157269 
Int. Cl. : B 60 t, 17 , 00 . 
" BRAKE BOOSTER " . 

Applicant ; AUTOMOTIVE PRODUCTS LIMITED , A 
BRITISH COMPANY OF TACHBROOK ROAD , LLAM 
INGTON SPA , WARWICKSHIRI , CV31 3ER , ENGLAND. 

Inventor : WALTER WILLIAM BAILEY . 

Application for Patent No. 695 / Del/ 1981 filed on 2nd 
November, 1981. 

Convention date 13 -11- 80 : 80 .36550 , (Great Huitain ) . 

Appropriate officr for opposition proceedings (Rule 4 , 
Parent Rules , 1972 ) latent Office Branch , New Delhi-1100CS . 


4 Claims 


Inventor : JAI KRISHAN SEHRA . 

Application (or Patent No. 6501 /Deli81 filed 00 121h 
October, 1981. 

Complete specification leſt on 23rd October , 1982 . 

Appropriate oflice for opposition proceedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch , New Delhi: 110005 . 

11 Claims 
A lead acid battery of the sealed type comprising ! 
battery housing having a plurality of positive and negative 
plates disposed in 2011 alternate relationship to each other 
with a separator disposed between each of said negative and 
positive plates charactciized in that said separators 
comprises a porous absorbant materiu for absorbing the 
clcctrolyte , a gas vent provided with sid battery and having 
i pressure release vent plug, said plates consisting of it 
mixture or alloy of lead , antimony od arsenic or its alloys , 

(Provisional specification 5 pages ) 

( Complete specification 10 pages ) Drawing 2 sheets 
CLASS : 48 AM 

157268 
Int. Cl. : H01 h 13 , 02. 

"METHOD AND APPARATUS FOR MANUFACTUR 
ING FLEXIBLE STANDARD BOOTS “ , 

Applicant : BICC LIMITED , I BRITISH COMPANY OF 
21 BLOOMSBURY STREI: T , LONDON WCIB 3QN , 
UNITED KINGDOM , 


Abraho booster comprising it housing divided into two 
chambers by a movable wall, valve meany responsive to a 
boostcr input loach for controlling 4 differential pressure 
across said wall to provide a proportionately increased out 
put loud, and at least one tic bar accommodated in 11 re 
citrant portion of the booster periphery for transmittin ! 
sc action loads from sail output to suid input. 


Complete speca . 9 pages , 


Drg. 1 shect. 


CLASS : 68 E , & 126 D 


157270 


Int. Cl. : G 05 F-3 /04 . 

A DISCHARGE CIRCUIT FOR RAPIDLY ELIMINAT 
ING CHARGE TRAPPED IN A CAPACITOR VOLTAGE 
DIVER USED FOR MONITORING HIGH VOLTAGE 
AC . 


Applicanı : ALSTHOM -ATLANTIQUE, OF 38 AVENUE 
KLEBER , 75794 PARIS CEDEX 16 , FRANCE , A FRENCH 
COMPANY 


Inventor : JEAN PIERRE DUPRAZ . 


Inventors : PHILIP DEY , DAVID ALEXANDER & 
BERNARD GAYLARD . 

Application for PATENT NO . 664 Del / 1981 filal on 1311 
October, 1981. 

Convention dinte 18 - 10 - 1980 / 33698 ( U .K . ) 

Approprinte office for opposition proceedings ( Rule 1, 
Patents Rules, 1972 ) Patent Office Branch New Delhi-110005. 


Application for Patent No. 697 /Del 1981 filed 
Ner umber 1981, 


on 


3rd 


Appronintc diflics for opposition proceedings ( Rule 4 , 
Plenty Rules , 1972 ) Patent Office Branch New Delhi- 110005. 
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5 Claims 

10 Claims 
A dischargc ciicuit for rapidly climinating charge trappel A filtration apparatus comprising a vessel, having a lid 
in i capacitor voltage divider used for monitoring high or cover member held in ais -tight relationship thereto , il 
voltage AC , saich voliage divider comprising capacitor water filtration unit, held within the vessel and Lispended 
column connected in series with a base capacitance having from the lid member , said water filtration unit comprising 
a capacitance ratio such that a small part of the higli an outer hollow member open at its lower end and housing 
voltage appears across the base capacitance characterised in il hollow water filiration candle . Secured to sail hollow 
that said discharge circuit comprises a diode rectifier bridge member at its top and thereof, said candle having a riser 
having AC terminals and DC terminals, sail AC terminals tube positioned in the hollow portion thereof , the upper end 
being connected in parallel with the base capacitance , in of the riser tube, being in flow communication with a lis 
tuo identical inductor windings. One connected in parallel charge tube, through it regulator housing secured to the top 
with it first diods of the bridge and the other connected of the lid of the vessel, said lid also having a known type 
in parallel with a second diode of the bridyc which second pressure vent valve . 
diode is itself directly connected together with the first 
Jiode to the same AC terminals of the diode brige . 

Compl. specn . 13 pages, 

Drg . 1 shect. 
Compl. speen , 15 pages. Dry, 1 hec Provisional specn . 7 pages . 

Drg . Nil 
CLASS : 1795 157271 CLASS : 129 K 

157273 
Int. ( I. : A61k 900 . 

Int. Cl. : 23 g - - 3 / 00 . 
A PROCESS FOR PRODUCING A PHARMACEUTI 

AN IMPROVED TAPPING ATTACHMENT AND , OR 
CAI. CAPSULE HAVING ENTRIC PROPERTIES . 

TAP HOLDING DI:VICE . 
Applicant : CAPSUGEL. A . G ., OF ENGELGASSF ll , 

Applicant & Inventor : MUKESHI SHANTILAL PATEL . 
CH - 4010 BASEL , SWITZERLAND , A SWISS COMPANY. 19 AMRAKUNJ SOCIETY , SURENDRA MANGALDAS 

ROAD , AMBAVADI, AHMEDABAD - 380 015 , GUJARAT , 
Inventou : KURT L-DUARD HERSERGER AND PETER 

INDIA . 
SPHISER . 
Application for Patent No. 816 /Del/ 1981 liled on 3011 

Application No. 348 / Bom 82 filed December 31, 1982. 
December , 1981, 

Completc alter provisional left April 5, 1984 . 
Appropriate office for opposition proccedings ( Ruile 4 , Appropriate oflice for Opposition proccedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office Branch New Delhi- 110005. Patents Rules 1972 ) , Piltent Ollice, Bombay Branch . 
11 Claims 

4 Claims 
1. A process for producing {i pharmaceutical capsule 

An improved tapping attachment and / or tap holding device 
having cnteric properties , which comprises the following comprising & driving spindle to be mounted on a drilling 
steps ; 

machine or similar single spindle or multi-spindlc muchine , 

al clutch connected to the said driving spindle at one eu 
A . mixing an aqueous dispersion of ultra -finc filmu and a lap holder at the other end , the said clutch consistine 

forning polyıners , selected from a group consisting of an outer , clutch part provided with : plurality of balls 
of cellulose esters , cellulose other cstery and acrylic partly projccting out of an inner circumferential groove of 
reyins , plasticizers or a mixture of plasticizci s ; vis the said outcr clutch part, and engaging into the grooves 
cosity -increasing auxiliary substances such as herein provillud at equal angular distance , along the outer periphery 
Tescribed and anti- fouming agents such as herein of an outer slecves of an inner clutcb part which is rotatably 
described 

moutca in a bearing and having an inner slecve to hold 

the tap holder , a ball retaining ring provided in the said 
clipping pre-Willmed metal pins into the dispersion outer clutch part , for retaining the said balls partly engaged 
anal liſting the pins out at a constant speed , the in the grooves of the outer sleeve of the inner clutch part , 
dispersion idhicring to the pins being allowed to at a predetermined pressure , il spring loaded pressure plate 
drip off for a defined length of time and the provided above the said balls retaining ring and cuprul 
disperson subsequent being transformed , during to adjust the spring pressure vier the said pressure plate 
rotation of the metal rins and under controlled in accordance with the torquc i cquired to tap the hole in 
temperature and humility conditions is herein des a workpiece , arrangement being such that during operation 
cribed into a coherent film ; and 

when the torque on the tap increases the predetermined value 

the said bulls move radially out of the grooves in the inner 
stripping the coherent film from the pins su Ali io 

clutch part thus stopping the drive being transmitted to the 
form a wall of the capsule . 

tap and preventing the damage to tap or any other part / s . 
Compl. specn . 14 pages. 

Compl. spec . 9 pages . 

Drg . I sheet. 

Provisional Specification 4 Pages, Drawings Nil. 
CLASS : 80 A + K 

157272 

CLASS : 1700 
Int . Cl. : CO 21 -1 . 00 , Bold — 35 00 . 

157274 

101. ( 1. : C11d -- 13 :00). 
A FILTRATION APPARATUS. 

AN IMPROVED PROCESS FOR PREPARING SOAP 
Applicant ; PRESSURE COOKERS AND APPLIANCI: S BARS HAVING MODIFIED PHASES AND SOAP BARS 
LIMITED OF F - 101, MAKER TOWERS, CUFFE PARADE , OBTAINED THEREBY . 
BOMBAY-400 005, MAHARASHTRA, INDIA , AN 
INDIAN COMPANY. 

Applicant : HINDUSTAN LEVER LIMITED . OF 

HINDUSTAN IFVER HOUSE , 165 166 , BACKBAY RE . 
Inventor s : ( 1 ) HARI DUTT VASUDEVA , ( 2 ) LT. GEN . CLAMATION , BOMBAY- 400 020, MAHARASHTRA , 
SURENDRA NATH SHARMA, & ( 3 ) NARENAMUL INDIA 
PURAM SANKARAN SUBRAMANIAN . 

Juventors : ( 1 ) TERENCE ALLAN CLARKE , ( 2 ) RICH 
Application No. 296 Bom / 1982 , Filed November 2. 1982 . 

ARD BARRIE EDWARDS AND ( 3 ) GRAEME NEIL 

IRVING . 
Complete after provisional left on January 30 , 1984 . 

Application No. 103 / Bom / 1983 filed March 25. 1983 . 
Appropriate oflice for apposition proceedings ( Rule 1. 

propriate ollice for opposition proceddings (Rule 17 , 
Patents Rules 1472 ) , Patent Office , Bombay Bianch . 

Patents Rulcs 1972 ) , Patent Office , Bombay Branch , 


. 


C . 
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INT 


10 Claimo 


An improveel process for preparing soap material having 
modified phases which comprises subjccting said song nutci - 
ial lo proxessing conditions where the structure of the 
phases are changed characterised by passing the said soup 
material through a series of shcar zonen / areas fornu 
between i sel of opposed dines / plates arranged within in 
enclosure each saiu disc /plate hiving a set of apertures , one 
set of said scries of disc being rotatable during the process 
in relation to other set of said scrics of discs , the temp. of 
the soap material being ucncrally between 30 " Ax 5.5 " C . 
Comp. specn . 14 pages. 

Drg. I sheet. 
CLASS : 49 H 

157275 
Int. CI. : A 47 j — 27 / 018 . 

PRESSURE COOKERS , 

Applicant : PRESSURE COOKERS AND APPLIANCES 
LTD ., F - 101 MAKER TOWERS , CUFFF PARADE , BOM 
BAY- 400 005, MAHARASHTRA, INDIA . AN INDIAN 
COMPANY. 

Inventor : DR . NARANAMMAIPURAM SANKARIN 
SUBRAMANIAN . 

Application No. 104 /Bom / 1983, filed on March 25 , 1983. 

Appropriate office for Opposition proceedings (Rule 4 , 
Patents Ruley 1972 ) Patent Office , Bombay Branch . 


2 Claims 
A pressure cooker of the type referred to characterised in 
that the straight wall portion of its lid or cover portion of 
its lid or cover upper portion of which is made to bulyo 
Tlpwardly forming a dome hus height of 0 . 5 inch or 
1 . 27 cms. and in that a metal handle bar secured to the lid 
or cover is cxtended and formed with a downwardly curved 
end remote from the handle , the said curved end being dis 
posed above and near the inwardly projccting lip or fanye 
on the top of the body of the pressure cooker but without 
touching the flange or lip , when the lip or cover is fitted 
in the opening in the body and fixed in position . 
Compl. specn . 8 pages. 

Dig l sheet, 


CLASS : 116 G 

157277 
Jnt, Cl. : B001 5 / 00 . 

AN AUTOMATIC BATTERY OPERATED EMER 
GENCY FLEVATOR OPERATING DEVICE . 

Appliciunt & Inventor : SUBRAMANIAM VISWA 
NATHAN , HLAT NO . 41- B , MUNIAL NAGAR , No. 2 , 
CHEMBUR , BOMBAY- 400 084, MAHARASHTRA , INDI . 

Application No. 331 Bom 82 filed December 14, 1982 . 
Complcte after provisional left April 20, 1983. 

Appropriate office for opposition proceclings ( Rule 1, 
Pistents Rules 1972 ). Patent Ollice , Bombay Brunch . 

9 Claims 
An automatic battery operated emergency elevator operat 
ing Jevick comprising of a high power D . C source connected 
to il set of plurality of relays and D . C . step up unit and 
control hoard contractor s to cause to make the elevator 10 
move to the nearest upper floor in the event of the absence 
of the mains power supply ; the said device to come into 
operation giving simultaneous visual indications inside the 
elevator , after a predetermincel delay of time with the help 
uf a times and inching device , characteriseal in that the 
ubove said componenty of the operating device are connected 
IS per the circuit diagram shown in ligure 2 of the incom 
panying drawings such that the said device operates the 
clcvator in the said condition to move to nevient upper 
floor and stop there and will not operute further till the 
said regular mains power supply js again restored . 
Compl. spccn . 7 mages. 

Drg. 2 sheets . 
Prov. Specn , 5 pages , 

Drg . Nil. 
CLASS : 13 A 

157278 
Int. CI. : A31 b 33 /00 , 

AN IMPROVEI) FOLDING PLASTIC BASKET . 

Applicant : MAHESU C . SAYANI AND MAHENDRA 
C . SAYANI OF PLASTTILA , 91 . S V . ROAD . BORIVLI 
(WEST ) . BOMBAY - 400 092 , MAHARASHTRA , INDIA , 

Inventor : MAHESH C . SAYANI. 
Application No . 162 / Bom / 1983, filed on 12 May. 1983. 
Complete after Provisional left on 8 March , 1984. 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules 1972 ) , Patent Office, Bombay Branch . 

8 Claims 
Au improved folding plastic basket comprising i central 
rectangular base 1, 2 , 3 , 4 the length and breath of such 
base having approximately broader and narrower rectangular 
adjacent sections respectively , said sections having curved 
edycs at their extreme, characterised in that the broader 
sections 5 , along the length 1 . 4 and 2 . 3 of the said 
base forming the two vertical sides being provided with 
plurality of holes and narrower sections 9 and 10 along the 
hreadth 1 , 2 , and 3 , 4 of the said basc , forming the other 
two vertical sites , being provided with plurality of studs , 
such that the said basket is assembled when required , ly 
fastening the said studs on the narrower sections into the 
said holes on the broader sections and cis - assembled hv 
separating the said studs from the respective holes , when 
not in Lise . 
Compl. specn . 10 pages. 

Dig. Nil 
Provisional specn . 7 pages. 

Drg . 4 shects . 
CLASS : 327,67- 55E , 

157279 
Int. Cl. : C071 — 35/00 , A 61 — 27 /00. 

A PROCESS FOR THE PREPARATION OF 4 , 10 
DIMETHOXY - 3 -METHYL -2 - 12 , 6 -DIMETHYL -4 -CARBO 
XYPHENYL ) - IMINO- 2 , 3 , 6 , 7 - TETRAHYDRO -4H - PYRI 
MIDO ( 6 , 1 -11 ) ISOQUINOLIN - 4 -ONE , 


CLASS : 80 A - -K 

157276 
Int. Cl. : C02 – 1 /00 , Boll 39 / 00 . 

A FILTRATION APPARATUS. 

Applicants : PRESSURE COOKERS & APPLIANCES , 
ITD .. F - 101, MAKER TOWERS , CUFFE PARADE , 
BOMBAY -400 005 , MAHARASHTRA , INDIA . 

Inventors : (11 HARI DATT VASUDEVA , ( 2 ) TET , 
GEN . NARENDRA NATH SHARMA , ( 3 ) N . S . SUBRA 
MANIAN 

Application No . 297 / Bom / 1982 filed November 2, 1982 . 
Complete after Provisional left on January 30 , 1984. 

Appropriate office for opposition proccedinys (Rule 4 . 
Patents Rules 1972 ) . Patent Office , Bombay Brunch , 


12 Claims 


A filtration apparatus comprising a vessel having a lid 
or cover member . held in air tight relationship thereto . 2 
water filtration unit held within the vessel and suspended 
from the lich member, said water filtration unit comprising 

water filtration disc held within a housing a riscr tube 
secured to the lower end of the housing, in flow communica 
tion with the lower surface , of the water filtration disc , the 
lipoer surface of the water filtration disc being in flow com 
munication with a regulator housing secured to the top of 
the said lid , il water discharge tube, secured to said regulator 
housing in flow communication thereof . suid lid also having 
akuown type pressure vent valve 
Compl. srecn . 10 pages. 

Drg. 1 sheet. 
Provisional spoon . ☆ pages. 

Drs. Nil, 


Applicant : HOECHST INDIA LIMITED , OF HOECHST 
HOUSE . NARIMAN POINT. 193 BACKBAY RECLAMA 
TION , BOMBAY -400 021, MAHARASHTRA, INDIA , AN 
INDIAN COMPANY 
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Inventor : DR . BANSI LAL , ( 2 ) MR . JULIUS treiting the compound of the said formulu II with HÇI at 
ANTHONY MASCARENHAS, ( 3 ) DK . JUKOIN RIDOT il temperature helween 90 7 10 100 - C to obtain il compound 
AND ( 4 ) DR . NOEL JOHN DE SOUZI. 

of the formula IC 
Application No . 192 Bom / 1983 filed on June 9, 1983. 
Complete ulter Provisional left 012 May 24, 1984, 

Appiopriate Office for Opposition piececidings ( Ruic 4 , 
Patents Rules 1972 ), Patent Online , Bottes ! " 1 . h . 

2 Claims 
A procesy for the fircravation of 9 10 - dimethuxy - 3 -meth : 
2 - 12 , 6 - dimethyl -4 -carboxyphenyl ) imino - 2 , 3 , 6 , 7 - 10 .1 .1 
hydro -4H pyrimido ( 6 , 1 ) isoquinolin - 3- one of the formula 
VII. 


H4°OICE 


HACO - 


CH₂ 


trcating the compound of the said formula II with pviidi 
niuni chlorochromate in methylene chloriile to obtain il 
coniround of the formula IV 


H₂ 


Citz 


COOH 
said process comprising oxidising 9 , 10 -dimethoxy - 3 -methyl 
2 -mesity -limino - 2 , 3 , 6 , 7 -tttrahydro - 4H -pyrimido ( 6 , 1- 11 ) 
icoquinolin -4 - one of the formula 1 


N - CH 


a 


CH₂ 


H₂CO . 


ON 


- CH2 


H₂CH₃ 


condensing the compound of the said formula IV by rellux 
ing the compound of the said formula IV with hydroxyla 
mine hydrochloride in the presence of pyridine and cthanol 
to obtain a compound of the formula V 

Haco 


with an oxidising agent such as 2 , 3 - dichloro - 5 , 6 - dicyano - 1 , 
4 - benzo - quinone ( DDQ ) in an organic solvent such as 
benzene, dioxane or ethanol at temperature ranging from 
50°C to the boiling point of the solvent und filtering and 
telluxing the complex with zinc chloride in mcthanol 10 
obtain a compound of the formula II 


Рус ось, 


HCENOH 
converting the compound of the said formula 
compound of the formula VI 


V 


to 


a 


H₂CO 


- CHA 


Chong 
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by treatment with acetic anhydride at a temperature between 
135°C to 140°C , lydrolysing the contround of the said 
formula VI with souliun lyclroxide solution in ethanol lo 
obtain the compound of the said formula VIY, 
Cumpl. spccn . 8 pages, 

Diq . Mil . 
Prov, srecn . 8 pages, 

Drys. 2 shcets. 
CLASS : 32F2b , 55E . 

157280) 
Int. Cl. : C07d - 57, 00 , A61k - 27 / 00 . 

A PROCESS FOR THE PREPARATION OF NOVEL 
PHARMACOLOGICALLY ACTIVE PYRIMIDO ( 4 , 5 - 6 ) 
INDOLF DFRIVATIVES AND THEIR PHARMACEUTI 
CALLY ACCEPTABLE ACID . ADDITION SALTS. 

Applicant : TOLCIIST INDIA LIMITED , OF HOFCUST 
HOUSE , NARIMAN POINT, 193 BACKBAY RECLAMA 
TION . BOMBAY -400 021, MAHARASHTRA , INDIA , AN 
INDIAN COMPANY . 


CLASS : 1296 + J 

157281 
Int. Cl : B23 p - 3, 00 . 

IMPROVEMENTS IN ROLL- BOND PROCESS WITH 
BUILTIN PASSAGE OF DISSIMILAR MATERIALS , 

Applicants : BONDUCT PROCESSORS PVT. I TD .. 39 / 
55 , FRANDWANE . LANE NO . 9 . PRABHAT ROAD , 
PUNS 11 004 , MAHARASHTRA , INDIA , 

Jnventors : ( 1 ) PANDURANG RAGHUNATH ABHYAN 
KAR & ( 2 ) ARUN GANESH JOSHI. 

Application No. 219 Berm / 1983 Ned on July 20 , 1983 . 

Aprropriate office for oprosition proccedings ( Rule 4 , 
Putents Rules, 1972 ) . Patent Office , Bombay Branch . 


Inventory : ( 1 ) DR BINDUMADHAVAN VENUGOPA 
JAN , ( 2 ) DR . PRFN ANAND DURGARAN DESAI. ( 3 ) 
DR . ALTIUSSEIN NO MANBHAI DOHADWALL 1 , 14 ) DR . 
NAND KUMAR KFSHAVRAO DADKAR AND 151 DR . 
NOEL JOHN DE SOUZA . 

Application No. 226 / Bom / 1983 dated July 15, 1983 . 
Complete after Provisional leſt on May 24 , 1984 , 

Appropriate office for oprosition procceslinga ( Rule 4 . 
Patents Rules , 1972 ), Patent Office . Rombay Branchi 

3 Claims 
A process for preparing pyrimido (4 , 5-h ) indole derivat 
tives of the formula I 


2 Claims 
Improvements in roll- bond process with builting passage of 
dissimilar matcrials comprising, providing the passage of 
tubing component nucle of material distinctly clifferent than 
husic material characterised in that the said passage om 
lubin . of dissimilar inaterial is incorporated in the form of 
nearly fat passage or tubing component in between two 
layers of parent material, the fornicd panel is thuy roll 
honded in the known manner while the lattencu passage of 
the said dissimilar material is subjected to inflating process 
by injecting Huid under pressure through one opening in 
the said passage or tuhing while keeping the cntirc panel 
hetween two platens with a fixed pre - letermined gup 10 
allow limiled inflation of the passage or tubing. 
Compl. specn . 6 pages. 

Drys . ? sheets . 


RA 


NR5 


R2 


CLASS : 53D .. Fr 

157282 
Int. C1, · A 61 k - 27 / 14 , C 07 2 - 5 / 00 , 

A PROCESS FOR THE ISOLATION OF A PHARMA 
COLOGICALLY ACTIVE SUBSTANCE HAVING THE 
STRUCTURE OF A CHROMONE AJ KALOID FROM 
PLANT( S ) BELONGING TO THE MELIACFAE FAMILY . 

Applicant : HOFCHST INDIA LIMITED , OF HOECHST 
HOUSE , NARIMAN POINT, 193 BACKBAY RECLAMA 
TION BOMBAY -400 021. MAIIARASHTRA, INDIA , AN 
INDIAN COMPANY. 

Inventors : ( 1 ) SUJATA VASUDEV BHAT, ( 2 ) VIR 
BALA SHAH , 13 ) ALIHUSSFIN NOMANBIIAL DOHAD 
WALLA , ( 4 ) SADASHIV SHANTARAM MANDREKAR , 
AND 15 ) NOFL JOHN DE SOUZA. 

Application No. 248 / Bom 1983 filed on 11 August , 1983 . 

Appropriate oflice for orpoyition proceedings ( Rule 4 . 
Patents Rules , 1972 ), Patent Office , Bombay Brunch . 


wherein R and Ry which may be the same or different , 
stund for hydrogen , hydroxy, alkoxy and halogen ; Ry stands 
for hydrogen , alkyl, substituted alkyl, amino ; R and Ri 
which may be the Sunile or different stand for hydrogen , 
ulkyl, cycloolkyl, dialkylaminoalkyl , aralkyl, 2 ]kyl amino , 
dinlkylamino anal optionally substituted aryl: Ri stunds for 
hydrogen when R ; stends for hydroxy , Amino . aikylaming , 
arylamino , Ri and R ; when taken together with the nitrogen 
atom to which they are bound stand for an optionally 
substituted nitrogen heterocycle possibly containing a further 
nitrogen or Oxyyen atom and their pharmaceutically accept 
able acid addition salts suiit process comprising reacting il 
4 -chloro -pyrimido ( 4 , 5 -b ) indole of the formula ]] 


6 Clainis 
A process for the isolation of a pharmacologically active 
substance having the structure of a chromonc illkaloid re 
presented by the forma 


in which Ri, R , and R are as defined above with it com 
pound of the formula III 


R4 


in which R . and R , " C ay defined above in a solvent such 
as hercin described unil at a temperature betwcen 35 – 150°C 
und sepatuting and purifying the resulting compount of 
the said formula 1 from the reaction mixture in i known 
manner and , if desired , converting the compound of the 
said formula [ into its pharmactatically acceptable acil 
addition salt in i known manner . 
Compl. speen , 16 pages . 

Drg. Nil. 
Prov, srcun . 14 pages , 

Drgs, 2 shcety , 
2 - 467 G1/85 


124 

THE GAZETTE OF INDIA , FEBRUARY 22 , 1986 (PHALGUNA 3 , 1907) [PART IISec . 2 
" - - - - - - - - - - - - - -- = = - - - - - = - = = 

I S SA = = 5 A - = - = - = - = 

- = 
from plast (s ) belonging to the Meliaceao fanuly , said pro 

Inventors ; ( 1 ) DR . BINDUMADHAVAN VENU 
cess comprising extracting dried and ground parts such 18 

GOPALAN , ( 2 ) DR . BOMI PATEL , ( 3 ) DR . DIPAK 
herein described of snid plant( s ) with an organic solvent KUMAR CHATTERIEF , ( 4 ) DR . RIMAI. NAREST 
such as herein described and recovering the pharmacologically GANGUI I AND ( 5 ) DR . NOEI. JOHN DE SOUZA . 
active substance from the solvcat extract iu known manner 

Application No. 285/ Bom 1983 filed September 16 , 1983. 
and, if desired , converting the pharmacologically active 
substance into its pharmacologically lcceptable salts in 

Complete after Prov , left on December 12 , 1984 . 
know manner. 

Appropriate office for opposition proceedings (Rule 4 . 
Prov. specn . 7 pages . 

Drga. 2 sheets . Patents Kulcs , 1972 ) , Patent Office, Bombay Branch . 
Compl. spech . 11 pages . Drgs . 1 sheet. 

4 Claims 
CLASS : 170 B 

1 .57283 

A process for the preparation of novel chemotherapeutic 
Int. Cl. : Cyd 3 / 12. 

bisamidine derivatives of dipheny) of the formula I 
ABRASIVE AGGLOMERATES FOR USE IN SCOUR 
ING CLEANING COMPOSITIONS. 

Applicant : HINDUSTAN LEVER LIMITED , 165 / 166 , 
BACKBAY RECLAMATION , BOMBAY , MAIJARASH 

NECN 
TRA , INDIAN COMPANY INCORPORATED UNDER 
THITE INDIAN COMPANIFS ACT , 1913 . 

Inventor : PITIR LEONARD DAWSON . 
Application No. 264 / Bom / 1983, filed on August 26, 1983. 

Convention Country dated 1st September 1982 ( 8224944 ) 
and 19th July 1983 ( 8319441 ) Gront Britain , 

Appropriatc office for opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) , Patent Office , Bombay Branch . 


N=CN- 22 


Oty 


FOR 


N = 
C2 


24 Claims 
A scouring cleaning composition comprising an abrasive 
agent consisting of agglomerates of fincly Jivided abrasive 
material having no particles of initial size above 20 micro 
meters und at least 80 % by weight of initial size below 
10 micrometers, and an organic binier is herein described 
for auglomerating the abrasive material the weight ratio 
between the abrasive imatcrial and the organic binder bcing 
within the range of from 1 : 1 to 97 : 3 . which compori 
tion may additionally have a known cosmctic base . 
Compl, specn . 22 pages. 

Drg . Nil . 
CLASS : 55E4 + F 

157284 
Int. ( 1. : A 61 K - 27 /00). 

DIETARY AND PITARMACEUTICAL USES OF 
METHYI SU FONYL -MFTHANF AND COMPOSITIONS 
COMPRISING IT . 

Anplicari & Inventor : ROBERT JOHN HERSCHLER , 
AMERICAN NATIONAL 3080 N . W . STITI AVENTIF . 
CAMAS, WASHINGTON -98607. U . S . A . 


in which X / X " stands for C :- , alkyl groups, for example , 
methyl or ethyl ; C1- C , alkoxy group , for example , methoxy 
or ethoxy ; halogen , for example , fluorine , chlorine or 
broninę or a group such as CF :, SO , CH ), Y / Y stands for 
usual aromatic substituents such as halogen , for cximple . 
fluorine , chlorino or bromine or C -C3 alkyl group . 
R1 stands for hydrogen , alkyl group or substituted alkyl 
group and each of Ra and R when taken together with 
the nitrogen atom to which they are bound stand for a 
heterocyclic group , and R , and R when taken togсther 
with the carbon atom and the nitrogen atom to which 
they aro bound stand for a nitrogen heterocyclc optionally 
substituted by an alkyl group or substituted alkyl group or 
acyl group or aryl group at one or more positions in the 
heterocycle and Ry stands for hydrogen , alkyl group or 
substituted alkyl group or cyl group and their pharmaceuti 
cally acceptable salts said process comprising reacting an 
appropriately substituted benzidine with phosphorous oxy 
chloride and an appropriately substituted amide of the 
formula RiCNR ,, R to obtain a compound of the said 


Application No. 265 Bom / 1983 filed on August 29 . 1983. 

Appropriate office for omposition proceedings ( Rule 4 , 
Patents Rulya, ! 972 ) , Patont Office , Bombay Branch . 

8 Claims 


A process for the manufacture of a pharmaceutical com 
nosition adapted for oral ingestion having I reduced gastro 
intestinal upsetting cffect comprising forming 211 intimate 
physical mixturc suitable for oral ingestion of , gastroin 
testinal upset promoting but otherwise nhysiologically accept 
able pharm : cautically active ngent as herein drscribed along 
with a mistrointestinal upset meliorating effective amount 
of methylsulfonylmcthane (MSM ) . 
Compl. speen . 10 pages. 

Dry . N : II . 
CLASS : 32F4 +- 32F , h 

157285 
Int. Cl. : A61k 27 / 00 , C070 - 15 / 14. 


formula 1 and separating the compound of the sait 
formula 1 from the reaction mixture in known manner and 
if desired converting the compound of the said formula I 
into a pharmaceutically acceptable salt in known manner , 
Prov , specn . & pages. 

Drgs. 1 shect. 
Compl. specn . 11 pages. 

Bryn. I shoct. 
CLASS : 112B + F 

157286 
Int. CI. : H01 k 1 / 00 . 

AN IMPROVED LUMINAIRE FOR FTFCTRIC TUNG 
STEN HALOGEN INCANDESCENT LAMP 

Applicants : MRS. VASANTPRABHA KANTILAT 
SHAH , MRS . NIRMALA CHHOTALAI SHAH , MRS . 
VEENA AVINASH KUI KARNI, DINKAR SHANTILAL 
MEHTA , BIPIN NAGINDAS DOSHI. RAJAN NAGIN 
DAS DOSHI AND MRS. JA MAHENDRA SHAH . TRAD 
ING AS LUMEY ENGINEFRING CORPORATION , 61. 
" SHAILESH ” . DADABHOY ROAD , SANTACRUZ (WEST ). 
BOMBAY - 400 054. MAHARASHTRA , INDIA , 


A PROCESS FOR THE PREPARATION OF NOVEL 
CHEMOTHERAPEUTIC BISAMIDINE DERIVATIVES ON 
DIPIIPNYT AN PHARMACEUTICALLY ACNFPTARF 
SALTS TIJEREOF . 


Annliciants : HOFCHST INDIA IMITED , OFCUST 
HOTST NARIMAN POINT, 193 RACKBAY RECLAMA 
TION , POMRAV - Ann 021. MAHARASHTRA , INDIA . 
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. . . L . . YU UTETTY LATINORI 


- 


- - 


- - - 


- - - - - 


- - - - : : - 


- - 


Inventor : AVINASE DATTATRAYA KULKARNI. 


- - - - - - 
14 Clauns 


Application No. 316 / Bom , 1983 filed October 10 , 1983 . 

appropilule online for opposition proceedings ( Rulo 4 , 
Patents lules , 1974 ) , Patent Ullice , Bonibay Bintich . 


2 Claims 


111 improved lummaire lor electric tungsten halogen in 
candescent 14mp CONS5118 OL it nousing paving fungeu 
uuur ut 113 ITUAL Side, lu pernut insciſion Or Icinoval of 

O DilUGCD) . mp tilvotn1, the munged door hviIIg it loughicil 
cu ghuss palei IT It, it walogen up mounted on end con 
lilula eu tu tie WU tlus lsido lhe housing , rellectuis 
being provided a ne leur and it cach en olife balogen 
JADIL the the Chien Cn0 vontact of the hulogon lanıp consists 
UT ONG VI wore dhe pieces provided with spring and 
# Silver Coated upper slug Positioned in a hole along the 
L1X15 of ile Chillinc picces aud a connecting Clectrical wie 
Daving high temperature insulution thereon connecting the 
said copper giug lo juictron box , each of the said cna con 
Lact placed in a bap in the housing belor held in position 
by i licut sink plate . 
Compl. speen . 7 pages. 

Digi. I shect. 


Au mprovuci nulupic CLil PIULU Csponsivt ophous 
device during di Ivica LWO Cch 10lw wel One ower , 
et Cubu VIIŲ VILL LLL LD 118 illi IIIIDIVUL nuw 
layeluu y us butu WUDU HV5 bli live Paw 
Ivspunsive I on Culturning a Dulle gup turn lipun wnicii 
Tullion Cull Hisp . sige tu pidul CIC CUCIS , Sibul 
MUIPull Ou Wulinity of Stlls reulicus lement in a 
Just wilt luycr dcu , Vilu Uudi Deng Jiulau, coulac 
lorizou by cL JCtol 0110 stytt OL Sand anvy ( 4uil , 146b . 
14th , 10 :1 , 123D, 13 , 16 + , 13, 11, 10:21, 2012, , 

ila , 2016 , 2110 ) Landylag út 10 gap adjusting Eleven as 
necu describ - u InColWith thotel W out substantially 
increasing the scule , dil ne súp , Silld 2110y Dyer having a 
bund Kipidjusieu 101 u Syucu fiholorespuns wucleugth 
function witteleni irou Sud other cell, 
Compl. pculi , 00 pages . 

Drg , 4 cheets. 


CLASS : 1790 

157287 
hut. Ci, : B650 - 41, 56 . 

IMPROVEMENTS IN UR RELATING TO A BOTI LE 
UK FLASH HAVING SUCKING TUBES . 

Applicant : LAUL ) . FLASK PRIVATE LIMITED , AN 
INDIAN COMPANY, EAGLE ESTATE , TALEGAUN 
410 507, MAHARASTIIRA , INDIA , 

Inventor : ALSMULIAMID CHHIGAN PADAMSEE , 
Application No. com , 1984 filed un 2 January 1984 . 
Loupicie Specification lult on 16th March , 1984. 

Appropriate urce lur opposition proceedingy (Rule 4 , 
Patvins Kulco , 1912 ), Falent Ullice , Bumbay Branch . 


CLASS : 9 - 1 ; 31 - 0 

157289 
Int. CI, : B01į 11/ 34 , 17 : 34 , 17 / 36 . 

MEITIUL AND APARATUS FOR MANNG AN 
AMORPHOUS MODITIED GLASS MATERIAL. 

Applicant : ENERGY CONVERSION DEVICES , INC ., 
OF 1015 WEST MAPLE KOAL) , TROY , MICHIGAN 
48084, UNITED STATES OF AMERICA . 

Invenlois : 1. STANIORU ROBERT OVSHINSKY, 2 . 
VINCENT DAVID CANELLA , 3 . MASATSUGU IZU , 

Application No. 1000 , Cal/ 81 iled September 7 , 1981. 

Appropriate olice for oppo ition proceedings ( Rule 4 , 
Patents Kules, 1972 ) Patent Ollico , Calculla . 


75 Claims 


3 Claims 


A method for mahilig a11 amorphous mudilied glass maler 
Hal, comprising the steps of providuis a cooling suostute is 
herein descubed forming a husl matrix mate1741 S Lerein 
described on Suld substitc Juiccting at least one fluid 
material as bercin described comprising ul least one iodiner 
material as berend described in a slivam toward said subs 
tratc in il clirection such that said stream Ol said at least 
one modificr inutcrial converges with Sild host matrix 
material independently controlling in a munuer described 
herein the flow wud quend rales u said strcam ; providing 
for relative movement between Suid substrate and said 
sticum of nouities literiul; L1 . maintaining said substrate 
it cooling temperature which , in conjunction with said icla 
tive movement, tuwiind quench iatc of şald modifier mates 
ial cuo s the combined wit inatrix and modifier nuteriuls 
as they make contact with one another at a quenching rate 
of from 104°C to at least 108 C per second or more thereby 
to torni a ribbon of inocuina 010rphous glass material as 
hcicin described in which the optical and electrical transport 
properties and the number and type of electronic configura 
tions can be controlled , thereby controlling the orbital rela 
tionships between said host matrix material and said , modifier 
material. 
Cumpl . specn . 43 pages . 

Drg . 1 sheet . 


A bottle or u Itask having a wp lid adapted to be screwed 
ul press-indua ihe top of the bottle or fusk at ils 
mouth and having it bule with riojeciions around for screw 
1178 or pies- liling a nipple lo cover the said bolc , churac 
le fiscal lil that a spring loaded sucking lube is provided 
wilinin bild luc ad the said top lid , one end of the 
Saud Stubing luby cuiding 11 thc worton of the hoiule or 
Husk 410 4118 urner end projecting out of the said hole in 
the Südet top lid ; one end of the said spring it fitted 10 
the body of the suching cube by a circlip , the other end of 
the sud top lid ; une cnd of the said spring it fitted to 
11xing le:1115 , such that the sucking tube can be depressed 
into the bottle or fusk against the spring tension , a nipple 
covering ic note through which sucking tube is projecting 
out in the said lid and adapted to be screwed or press 
fitted over the said hole , said nipple covering the top open 
ing of the said sucking tube , such that the sucking tube 
projects out of the said hole of the said lid , when the 
nipple is removed from the said top opening, because of 
releasc of the tension of the spring. 
Prov . speen . 3 pages, 

Drs. Nil . 
Compl. specn. 5 pages . 

Drgs. 1 shect. 
CLASS : 9 -1 ; 31- 0 

157288 
Iot. Cl. : B01 j 17 / 30 , 17 / 34 , 17 / 36 . 

AN IMPROVED MULTIPLE CELL PHOTORESPON 
SIVE AMORPHOUS DEVICE . 

Applicant : CNERGY CONVERSION DEVICES, INC., 
OF 1675 WEST MAPLE ROAD , TROY , MICHIGAN 
48084 , UNITED STATES OF AMERICA , 

Inventors : 1 . STANFORD ROBFRT OVSHINSKY , 2 . 
MASAISUGU ZU . 

Application No. 1005 /Cal /81 filed September 7 , 1981, 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rulcs , 1972 ) Patent Office , Calcutta , 


157290 


CLASS : 25 -B 
Int. Cl. : C04 b 35 / 14 , 


AN IMPROVED PROCESS I OR T111 MANUFACTURE 
ON SUPER -DUTY SILICA BRICKS . 


Applicant : KUMARDHULI FIRECLAY AND SILICA 
WORKS LIMITED , CHARTERLD DANK BUILDING , 
CALCUTTA - 700 001, WEST BENAGL, INDIA . 


Inventors : 1. DR , DWARKA NATII NANDI, 2 . DR . 
GYAN DHAR SINGH . 

Application No. 1215 /Cal/ 81 filed October 31, 1981 , 
Complete specification left on 13th January, 1983. 

Appropriate office for opposition proceedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office, Calcutta . 
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LondomSummary 


2 Claims 


4 Claims 


An improved process for the manufacture of super- duty 
silica bricks which comprises subjecting it silicious TAW 
material nude up of Vein quartz in amounts 256 to 
554 by weight and Silica stone in amounts of 4546 
to 7576 by weight to i step of preparing a wet mix of 
the raw material will suffcicnt amount of water , shaping 
the wet nix to the desired shape and subjecting to firing 
at USLA) firing temperatures , and wherein the particic size 
of vein quartz is most advuntagcously of size of less 
than ~ 35 inesh or il combination of particles of size of 
--- 35 mesh size formy the inajor Traction and partiles of 
size of - 35 to + 60 mesh forming the minor fraction , the 
silica stone being advantageously made up of 2 size frac 
tions, one of — 16 LO + 35 mesh size particles and another 
of - - 8 to - , -35 mesh size particles . 


A sellable mulu for founding melal such an iron and steel 
comprising a rigid cavity represented by metal confining 
cylerive walls surround as the mold ( uvity and substiintially 
uniformly compuud of it glass -ceramic sich us spodunent, 
LiQ . A1,04510 ., and crews di rite , 2M1802A04,550.., in 
WHICH predoinant miercicis polycrystalline 
cerantic existing it s il single phase microstructure , said walls, 
which are surrounded by either the aubient air or particulate 
heill sink inclium such as steel shot, sand and clay, dissipat 
ing the heat of the custing in part by radiation . 
Cumpl. spec . 8 pages, 

Dse . I sheet . 
CLASS : 32- F1C 

157293 
Int. Cl. : 007 u 129 /02 . 

AN IMPROVED PROCESS FOR THE PRODUCTION 
OF GUANIDINE NITRATE . 

Applicant : THE FERTILIZI- R (PLANNING & DEVE 
LOPMENT ) INDIA LTD . C . I.F . T . BUILDINGS, P . O . 
SINDRI, PIN 828122, DIST . DHANBAD ( BIHAR ) , 
INDIA 


Provisional speca. 4 pages . 


Dry. Nil. 
Drg . Nil, 


Compl. specn . 9 pages, 


157291 


CLASS 33- 1 
lot. Cl. : B 22 d 11 / 06 . 


MACHINE FOR MANUFACTURING METALLIC 
STRIPS OR BANDS PARTICULARLY STRIPS OR 
BANDS OF ALUMINIUM OR IN ALUMINIUM ALLOY . 


Inventors : 1. DR . PASUPATI GHOSH , 2. DR . SAT 
YENDRA VARMA , 

Application No . 407 /Cal /82 filed April 13, 1982. 

Appropriate ottice for opposition proxeedings ( Ruie 4 . 
Patents Rules, 1972 ) Patent Office, Calcuttil . 


Applicant : SCAL SOCIETE DE CONDITIONNEMI-NIS 
EN ALUMINIUM , OF 47 , RUE DE MONCEAU - 75008 , 
PARIS , FRANCE . 


Inventor : SERGE BERCOVICI. 
Application No. 1473 . Cal/ 81 filed December 29 , 1981 . 


8 Claims 
An improved process for the manufucture of guanidine 
nitrate from urcal and ammoniuin nitrate which improve 
ment comprises in the following steps : 


Appropriate oflice for opposition proceedings (Rule 4 , 
Patents Kulcs, 1972 ) Patent Onice, Calcutta . 


11 Claims 


A machine for manufacturing thetallic strips or bands 
particularly strips or bands of aluminium or an aluminium 
alloy comprising a pair of rolls driven in opposite directions, 
it nozzle for feeding molten metul or alloy between the said 
rolls , ultans for lubricating the surface of the rolls 21 ) 
means for valying the speed of rotation of the rolls charac 
terized in that means are provided on the shaft or exten 
sion of one of the rolls for measuring frequency of varia 
tions in torque on the said shaft or extensioni, further means 
arc provided for continuously comparing the suid frequency 
with a reference frequency in reducing the speed of rota 
tion of the rolls and increasing the rate of fiow of the 
lubricant supplied by Valves to the rolls when the frequency 
of variations is greater than the reference frequency until the 
frequency or torque variations is again lower than the 
reference frequency and remoios in such condition for it 
predetermined interval of time, and for increasing the speed 
of rotation of the rolls as long as the said frequency of 
variations remains below the reference frcquency . 


( i) Subiccting a liquid melt olunca and ammonium 

nitrate to reaction at temperatures of 180 200°C 
in presence of a known silic a containing Citalyst 
and maintaining a catnlyst niclt ratio between 

1 : 1 to 1 : 5 by weight , 
( ii ) Subjccting the reaction mass of stor ( i ) enriched 

with guanidine nitrate to quenching in water to 
temperatures not hclow 70°C 10 Obtilin a turbid 

liquid , 
( iii ) Filtering the turbiu liquid ii loquured and subject 

ing the filtrate to couling to temeintures not 

long than 50 10 Clustallize guinidinc nitratc , 
( iv ) Scparating thc crystals preferably by cepriſuging 

from the liquid which crystals are subjected to 
washing to saturated guanidine nitrate solution ind 
thereafter subjected to drying , the gaseouts Strean 
obtained from the reaction of urca and ammo 
nium nitrate containing substantial amount of 
ammonia being absorbed in nitric acid to produce 
kuimonium nitrate solution which is subjected to 
concentration to 50 -606 and then recycled to the 

process at it reactant. 
Compl. specn . 17 pages. 

Dir . 1 slicet. 
CLASS : 32 -Fg (h ) 

157294 
Int. Cl. : C07C 63 /00 . 


Compl. specn . 16 pages. 


Drg . 1 shcel. 


CLASS : 33 -C & F 

157292 
Int. CI, : 22 c 1 / 12 , 3 / 00 . 

A REUSABLE MOID AND ITS METHOD OF USE 
FOR FOUNDING METAL . 


Applicant : ABEX CORPORATION , 530 FIFTH AVE 
NUE , NEW YORK , NEW YORK 10036 . U . S . A . 


AN IMPROVED PROCESS FOR OXIDIZING ARO 
MATIC COMPOUNDS CONTAINING REACTIVE CAR 
BON - IIYDROGEN BONDS. 

Applicant : ROTGERSWERKE AKTINEUFLLSCHAFT . 
MAINZER LANDSTRASSE 217, D 6000 FRANKFURT 
MAN 1 /GFRMANY . 

Inventors : 1. DR . ULRICH KNIPS. 2 . BERTRAM 
BOHMER , 3. ROLAND HERZBERG . 

Application No. 451 / Cal/82 filed April 22. 1982 . 
Appropriate oflice for opposition proceedings ( Rule 4, 
Patents Rules, 1972 ) Patent Office , Calcutta . 


Inventor : ROBERT H . BEETLE . 
Application No. 129 . Cal, 82 liled February 3, 1982. 


( Ruile 4 . 


Appropriate office for opposition proceedings 
Patents Rules, 1972 ) Patent Office , Calcutta . 
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15 Claims 
An improved process for oxidizing aromatic compounds 
containing reactive carbon -hydrogen bonds with oxygen in 
carboxylic acid solution in the presence of a catalyst con 
sisting essentially of a cobalt compound as herein Jescribed 
characterized in that after each reaction cycle the catalyst 
is reactivated by treatment with a strong oxidizing agent as 
herein described and the water formed during the reaction 
is removed by distillation . 
Compl. specn . 14 pages. 

Drg . Nil. 


( c ) second mounting means each disposed on one of 

said support members adjacent a second end of 
said segments , said second mounting means being 
in horizontal alignment with the shear center of 
said adjacent support member and connected to 
said second segment cnd for horizontal retention 
only of said second segment end by said adjacent 
support member , horizontal loading of said adja 
cent support member due to the weight of said 
segment being applied to said adjacent support 

member through the shear center thercof. 
Compl. specn . 11 pages. 

Drg . 2 sheets . 
CLASS : 47 -E 

157297 
Int. Cl. : C 10 b 7 /00. 

A COKE OVEN PLANT FOR PRODUCING COKE. 


CLASS : 145- D 

157295 
Int. Cl. : D .21 g 9 /00. 

AIR KNIFE COATER FOR COATING THE SURFACE 
OF A TRAVELLING WEB . 

Applicant : BELOIT CORPORATION , OF P .O . BOX 
350 , BELOIT, WISCONSIN 53511 , U .S .A . 

Inventor : 1: RICHARD ELDON JOHNSON . 
Application No. 509 / Cal /82 filed May 6 , 1982 . 


Applicant : KRUPP -KOPPERS GMBH , OF MOLTKE 
STRASSE 29, 4300 ESSEN 1, WEST GERMANY . 


Inventor : 1. VLADAN PETROVIC , 2 . KARL SCH 
MID , 3. HENNER SCHMIDT- THAUB. 


Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office, Calcutta . 


Application No. 524 / Cal /82 filed May 10 , 1982. 


Appropriate office for opposition proceedings ( Rule 4 , . 
Patents Rules, 1972 ) Patent Office , Calcutta . 


4 Claims 


10 Claims 
An air knife coater for coating the surface of a travelling 
web , characterized in , comprising in combination : 

a web , supporting carrier over which a travelling web 

is trained to be supported through a coating zone; 
means for applying coating to the web ; 
an air knife for treating the coating on the web having 

first and second lip defining an air slot there between 
directed at the web after a layer of coating has been 

applied by said coating means; 
a pivotal support for the first lip mounting the lip for 
movement between a first position when a precise 
slot is defined with the other lip and a second posi 
tion is pivoted away from the second lip for cleaning 
off the distal edge of the first lip and for access to 

the slot between the lips. 
Compl. specn . 11 pages. 

Drg . 1 sheet. 
CLASS 27- 1 

157296 
Int. Cl. : E06 c 1 /04. 

LOW TORSION MOUNTING CONSTRUCTION FOR 
MOUNTING A PLURALITY OF SEGMENTS OF A 
SEGMENTED APPARATUS TO A STRUCTURE . 


A coke oven plant for producing coke in which the 
coke oven is periodically charged with preheated coal and 
the coke produced is subjected to a dry cooling process by 
means, of a gaseous coolant and wherein the heat which is 
removed from the dry coke- cooling process is utilised , 
directly or indirectly , for preheating the coal, characterized 
in that for preheating of the coal there is employed a 
removing-bed drier, which processes heat- exchange tubes 
(43 ) , which exhibit an extended surface on the coal side, 
this extended surface being produced by suitable shaping, 
for example by fins or ribs , these tubes being accommodated 
in a casing ( 70 ) , which exhibits a conical taper towards 
the coal charging- port ( 79 ) , as well as offtake nozzles 
(71 - 77 ) for withdrawing the exhaust vapours which contain 
waste gas , these nozzles being located on the side opposite 
the steam and /or hot gas inlet as various levels , the said 
heat- exchange tubes of the drier are heated by hot gas or 
by waste -heat steam from the dry coke - cooling process , the 
exhaust vapours generated in the moving -bed drier contain 
ing waste gas being withdrawn from the drier at various 
levels which , if desired is re - used in a manner as herein 
described . 


Compl. specn . 19 pages. 


Drg . 3 sheets. 


157298 


CLASS : 130 -1 
Int. C1. : C 22 b 19 / 30 . 


AN IMPROVED PROCESS FOR SOLUTION . CON 
TROL IN AN ELECTROLYTIC ZINC PLANT CIRCUIT . 


Applicant : UNITED TECHNOLOGIES CORPORA 
TION , AT 1 FINANCIAL PLAZA HARTFORD , CON 
NECTICUT 06101, UNITED STATES OF AMERICA . 

Inventor : 1. PEDER WINFIELD SCOTT. 
Application No. 522 / Cal /82 filed May 10, 1982 . 
Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office , Calcutta . 

8. Claims 
A low torsion mounting construction for mounting a 
plurality of segments of a segmented apparatus to a struc 
ture , said construction being characterized by : 

( a ) a plurality of spaced support members; 
( b ) first mounting means disposed on said support 

members proximally to the shear centers thereof, 
a first end of each of said segments being con 
nected to said first mounting means for both 
horizontal and , vertical retention of irst said seg 
ment end by a corresponding one of said support 
members . vertical loading of said corresponding 
support member. due to the weight of said segment 
being applied to said corresponding support mem 
ber through the shear center thereof; and 


Applicant : ELECTROLYTIC ZINC COMPANY OF 
AUSTRALASIA LIMITED , OF 390 LONSDALE STREET, 
MELBOURNE , IN THE STATE OF VICTORIA , COM 
MONWEALTH OF AUSTRALIA . 


Inventors : 1. OLIVER MICHAEL GRIFFITHS NEW 
MAN , 2 . DAVID JOHN PALMER , 3 . ROBERT 
VIVIAN PAMMENTER . 


Application No . 594 /Cal /82 filed May 24, 1982. 

Convention dated 2nd June , 1981 and 10th June, 1981 
(PE 9166 and PE 9234 ) Australia . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office , Calcutta . 
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13 Claims 

20 Claims 
In a process for recovering zinc from an electrolytic zinc 

A process for preparing a water - solublc cisa20) comi 
plant circuit by controlling the water balance and the pound of the formula ( 1 ) of the accompanying drawings 
concentration of impurity ( I ) in the electrolytic zinc plant 
circuit in which zinc is precipitated from an qucous solu 

V - - I - NEN 
tion ( A ) containing zinc sulphate using a compound ( R ) 

Nalik 
as hercin described containing zinc oxide as the precipitant 

Q - CH . CH 
in a selective zinc precipitation (SZP ) process pla it, thereby 
producing precipitated solids ( S ) containing basic zinc 
sulphate and 4 ziac depleted solution ( Y ) , the solicls ( S ) 
being returned to the said circuit, and where the impunity 

in wich the formulie mielili occurring twice , namely K , 
I comprises at least one member of the group Dagneziun . 

X und Z , in each case huve a incaning identical to one 
manganesc , chloride, sodium , and potassium , the improve 

another and the groups Z arc bonded to the two benzene 
iment which comprises rcducing the volume of zinc -deplet 

nuclei in cach case in the ortho - or in each case in the 
cd -solution Y returned over an interval of one day to the 

para - position relative to the chylone -dioxy substituent, pod 
said circuit in association witli the soliels S byrdding the 

the azo groups and the groups 2 in thc benzene nuc!ci arc 
compound R having an ilverage particle size in the range 

in each case bonded in the meta - position relative to one 
of 5 to 150 p .m . 

another and K is the radical of coupling component 
Compl. specu , 105 pages. 

containing a carboxy , sulfato und / or sulfo group , X Jcnotes 
Drg . 2 sheets. 

a hydrogen atom or a fiber -reactive group and Z is a 

group of the formula -SU -CH = CH , or -SO . -CH -CH2- Y 
CLASS : 127- 6 

157299 in which Y denotes an inorganic or organic radical which 

can be eliminated in an aquevus medium under alkaline or 
Int. Cl. : K 60k 17 / 00 . 

acidic conditions and X cin als have the mcanings or Z 

which comprises coupling a lciruzonium salt of a diarine 
MOTOR VEHICLE DRIVE TRANSMISSION , 

of the formula ( 4 ) 


Applicunt : HARRY FERGUSON LIMITED . OF 24 , 
LITTLE CHESTER STREET, LONDON , SWIX TAP , 
GREAT BRITAIN . 

Inventors : ). ANTHONY JOHN SHELDON , 2 . AN 
THONY PETER ROYLANCE ROLT . 

Application No. 746 / Cal /82 filed June 25, 1982. 

Convention dated 26th June , 1981 and 12th February , 
1982 ( 8119769 and 8204198 ) Great Britain . 

Appropriate oflice for opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) Patent Office , Calcutta , 


in which Z is defined as above or is a A -hydroxyethyl 
sulfonyl group , and huile % > live the same meanings 
and in which the grouns Z are bonded to the two benzene 
nuclei in euch casc in the oriho - or in cach casc in the 
paru - position relative to the cthylenedioxy substituent, and 
thic amino groups and the groups 7 in the benzene nuclei 
are in each cube horied in the meta -position relative to 
onc another , with the equivalent amount of a coupling 
component of thc formula ( 5 ) 


5 Claims 


A motor vehicle dilic transmission having a first tr3115 
mission path (31, 32 , 33 , 34 ) in which all drive - transmitting 
members are adapted to transmit torqule positively between 
al motor ( 29 ) and a first sct of road whecks ( 30 ) with 
provision for inter-wheel difl crential action , and a second 
Iransmission path (31, 35 , 36 , 11 , 10 , 14 ) 11 which 
drive transmitting inember ( 14 ) is capable of slipping in 
transmitting torque between saiul motor ( 29 ) and il second 
Set of road whecls ( 12A , 13A ) with provision for incr 
wheel dillerential action ; CHARACTERIZED IN TIIAT the 
mentioned slipping capability and also the provision for 
differential action between the road wheels ( 121, 13.1 ) of 
thc said second set arc simultaneously attained solely by 
mcans of viscous shear coupling elements ( 14 ) incorporal 
cd in a final drive assembly having the said second set of 
road whçels. 
Compl. specn . 11 pages. 

Drg . 2 shects . 


in which k and X have the incausings mcntioned above or 
X is the p - hydroxyethylsulfonyl group, and converting 
11- liydroxy -ethylsulfonyl gTOLISS, if they are present , into 
the A -sulfatocthylsulfonyl groups of the gencral Tornul - SO . 
( H .,-( H ., OSO : M , 13 which is a hydrogen atom or 
In alkali nictal or an equivalent of an alkaline carth metal, 
by mcans of a stufating agent, 
Compl. specn . 62 pages. 

Drg . 7 shocis. 


NOPHER 


CLASS : 32 -A1 

157300 
Int. Cl. : C09h 31/ 18 . 

PROCESS FOR THE PREPARATION OF WATER 
SOLUBLE DISAZO COMPOUNDS AND NEW BIS - ( AMI 

ENOXY ) - ETHANE COMPOUNDS HAVING 
FIBER -REACTIVE GROUPS AS THE TETRAZO COM 
POUNDS . 

Anplicant : HOECHST AKTIENGESFLLSCHAFT , OF 
D -6230 FRANKFURT AM MAIN 80 , FEDERAL, REPUB 
LIC OF GERMANY. 

Inventors : 1. HERMANN FUCHS, 2 . KLAUS FILZIN 
ZER , 

Application No. 827 /Cal /82 filed July 19 , 1982. 

Appropriate oflice for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office , Calcutta . 


CLASS : 10 -11 

157301 
Int. CI. : F25j 3 /08 . 

IN IMPROVED SOL VENT EXTRACTION AND 
CRYOGENIC PROCT. SS FOR REMOVING ACIDIC 
GASES FROM NATURAL OR SYNTHESISFD GASES . 

Applicant : SNAMPROGETTI S .p . A . OF CORSO 
VENEZIA 16 , MILAN , ITALY . 

Inventors : 1. LUIGI GAZZI, 2 . GIANCARLO 
( OTONE, 3. GIANFRANCO SOLDATI. 4. ALESSAN 
DRO GINNASI, 5. AL. FSSANDRO VETERE, 6 , CARLO 
RESCALLI. 

Application No. 844 /Cal / 82 filed July 21, 1982 . 

Appropriate office for oppusitica proceeding , Rule 4 . 
Patents Rules , 1972 ) Patent Office , Calcutta . 

24 Claims 
An improved solvent extraction and cryogenic process for 
rčinoving acidic discs from natural or synthesized gases 
characterized in that it applies one or more solvents select 
cd from anong low molecular weight csters and ethers of 
the following classes : 


th ITNU 


R3 
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MY LOGO 
esters of alcohols of the general formula RiCOOR2, 

( b ) Feeding the substantially H2S - stripped gas to a 
wherein Ri and R , ale alkyls having from 1 to 

low - temperature distillation column having the 
4 carbon dioms, 41121 to or dillcrent from cnc 

task of reducing the carbon dioxide contents , from 
another ; 

the bution of said column liquified carbon dioxide 

being substantially uruwn ; 
csters of glycoli of th : gencral formula of Fig . 211 ), 

( 0 ) Teeding the gas emerging from the low -temperature 

distillation column to a second absorption column 
10 a second absorption column to reduce the con 

tents of carbon dioxide to the desired value; 
( d ) Regeneratiog the solvent(s ) used for the absorp 

tion of FIS and CO ., initially by one or more 
expansion stages wherefrom the uscful components 
absurbed together in the stages ( a ) and ( c ) arc 

recovered to be recycled to the first absorption 
wherein R , and R . O Olkyls having from 1 to 3 carbon 

column , then by another or a number of additional 
stoms, cqund to no diluent izom one another , R , and R . , 

cxpansion stages wherefrom CO . and H . S are 
qual to or different fir 00 : 01 ther , are either alkyls hav 

recovered and subsequently hy means of a connd 
ing from 1 to 3 carty 7 . 79, or hidronen alums, nis un 

distillation column from the head oť which HS 
integer which can t:ike the values of n or l ; 

and CO . сmerge , and 
- cyclic csters lalones i of the formuluc of Fig . 2 ( b ) , 

( e ) Recycling the regenerated yolvent ( s ) first to the 

absorption column of ( c ) and then subsequently in 

scries to the first absorption column of stage ( a ) . 
RR 

Compl, spccn . 21 pages. 

Drg. 2 sheets . 


ROOC - CH₂ - (« ) ñ CH₂ COOR2 


RA 


RG ço 


R5 - 0 -- - 0 


wherein Ra, Ry, Ri, Ra, equal to or different from cach 
other, are alkylenes in which the hydrogen is optionally 
substituted by alkyls or methoxy group - open -chain , or cycli 
cal cthers such us of Fig . 21c ) , 


CLASS : 122 

157302 
Int. Cl. : B03 C 3 /00 . 

CONTROL DEVICE FOR AN FI ECTROSTATIC 
DUST SEPARATOR , 

Applicant · FLAKT AB , OF SICKLA ALLE 13 , BOX 
81 001, 104 81 STOCKHOLM , SWEDEN , 

Inventors : 1. ALF GOSTA GUSTFSSON , 2 . SIGVARD 
MATTS. 

Application No 874 / Cal / 82 filed July 28 , 1982 , 

Appropriate office ros orposition proceedings (Rule 4 , 
Patcuts Rules, 1972 ) Patent Ollice , Calcutta . 


Кова 


1 ] Claims 


210 ) 


wherein R ., R . , Ro, equal to or dillerent from cach other, 
are alkyleries in wliich the lay drugen is optionally substitut 
ed by alkyls ci methoxy troups , R : is an oxygen stoni or 
an alkylene in which the liyerogen 0:1 option : lly be substi 
tuted by aby s UI Metli0Y Ullfis . R S the Sum : S 
R : or is atieni in ic case of a 5 - 1embered jing; 


A control device for an electrostatic Just separator having 
clectrodes an ac. power supply with rectifiers to generate 
intermittc :it powes inipulses , ant means to convert said 
power inpulses to direct curent which is supplied to said 
electrodes, said control device ( mprising a first mein 
sensing the level of lifect cuunt in saill separator , a second 
mens sezsing the c olture in the separator , third 
meany seasing the 2010 point in the ac. voltage of said 
A .C . power supply , and a data processing unit controlling 
Silid rectifiera , suicl data processing unit being counled to 
said first, second and third wering incans so that in low 
ponse to rictual direct current are actual d . c , voltage in the 
separator ind time- related to said 0 points in a .c . Voltage , 
Suid processor buth calculates it specific time duration for 
the power impulses throunh said rectifiers and also gencrates 
switching -in and /or switching -out pulses and feeds 1h2: 17 to 
the rectifiers. 
Conpl. specn . 24 pages. 

Drg . 5 sheets . 


dicthers of the general formula R - O - CH2- (Rijn 
CH ,- 0 - R , wherein R , is an alkyl having from 1 to 
4 carbon atoms, R , is an alkyl of from 1 to of carbon 
atoms or a hydrogenatum , Ry is either an alkylene 
or 2 (CH ..- O -CH , ) group , il is an integer which can 
be cither 0 or 1 ; 
monoethers of the general formula R1- O -Ry, wherein 
R , and R . , cqual to or different from one another, 
aro alkyls having from 1 to 4 carbon atoms; 


157303 


CLASS : 61 -6 & 1; 98 -6 
Int. Cl. : F 28c 11 /00 , 19 / 00 . 


PROCESS AND APPARATUS FOR PRODUCING 
DRIED AND HOT PARTICUI ATF MATERIAL 


esters -cthers , compound containing buth the exteric and 
the etheric functions simultaneously , of the formula (R O ) . 
R :-COOR2-OR , wherein R ., and R equal to or different 
from one another, are alkyls having from 1 to 4 carbon 
stoms, R , is an ally living from 1 to 4 carbonatoms, 
R is the same ils ! O ! ? - 721c as R . 1 is an integer which 
can be cither 0 or 1 ; id prizes the steps of : 


Anplicant : ASAHI GLASS COMPANY , I.TD . OF 1 2 . 
MARUNOUCIU 1- CHOMF, CHUYODA -KU , TOKYO 
JAPAN . 

Inventor : 1. SHIRO TAKAHASHI. 
Application No. 954 /Cal /82 filed August 16 , 198 ? . 


Tal Feeding the natural 4. 4 or the synthesis gas to a 

first absorption column containing the solvent from 
the above group selected to ahsorb H . S ; 


Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules 197? ) Patent Office , Calcutta . 
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4 Claims 

Appropriate office for opposition proceedings ( Rule 4 , 

Patents Rules , 1972 ) Patent Office , Calcutta . 
An apparatus for drying or hcating il particuiuto material 
by means of heat transfer medium which is rought into 

7 Claims 
direct contact with the particulate material comprising a 
rotary cylindrical drum of substantial length 211 CIUSS 

A transport refrigeration unit comprising in exterior 
sectional area , a conveyor for introducing the heat transfer 

section itdapted to be mounted on the front face of it 
medium prehcatch at :1 predetermine high temperature into 

transport trailer or the like, in interior section including 
the drum from one cnd of the drum , a curveyor fur 

a refrigerant cyarorator adapted to project rearwantly from 
introducing the particulate material into tlie dalim from 

the top , rear part of said cxterior section into aid trailer, 
the other end of the drum , in conduit jur discharging the 

and ini luding a refrigerant compressor and at least 111 
heat transfer medium after having been effected heat 

internal combustion engine for driving said compressor , 
transfer in thc diuti at the end of the druri Opposite to the 

characterized in that ( a ) said exterior section is of generally 
heat transfer medium charying child the dritl 

reclangular blox shape and of significantly greatur height 
conduit for dischirging the particulile watcrial iſter having 

than width , and includes al refrigerant condenser gencrally 
licen elfected heat trinsfor in the diuin at the wild of the 

vertically disposed at the upper front face of said cxterior 
drum opposite to the politiculate material charging end vir 

section ; ( b ) suicl exterior sertion includes mcans defining il 
the drum , charact :rized in that i helical blasie is attached 

front opening having a height from closcly adjacent the 
to the interior of the drum lock the circumference wall 

hottom of said cxterior section to closely adjacent the 
thereof extending substantially the entire le ::et! of the 

lower edge of sail condenser, und 2 width for subytolially 
drum so that the heat transfer mictiuni may flow in uni 

the width oſ saicl vterior section ; and ( c ) there is provid 
direction through the livin moving along i helical pilth 

ed a power pick frame means which is disposed in the 
of the blade and coming in direct and immediato physical 

lower portion of said exterior section for mounting, in 
cuintact with the marliculutę material 1 wird in the opposite 

separated relation and independently , at least ooth said 

engine and said compressor at vertically displaced levels , 
duection through the drum is the cuni lotutcs. 

sail engine being located with its buscat 1 substantially 
Compl. specs . 24 pages. 

Drs . n streets . lower level than the level of the base of said compressos , 

and said engine and compressor being so arranged that 
CLASS : 56 - B & 40 - A , 

157304 

their output and input cnds. respectively . project in ( lirec 
Int. CI. : C 10g 13 /00 . 

itions toward euch other and with the compressor input 

end Overlying said engine output end . cich of said ends 
STEAM CRACKING PROCESS OF HEAVY HYDRO 

comprising first rulley means connected by first beit means 
CARBONS 

lying in a vertical plane transverse to the width of said 
Applicant ; TOYO ENGINEERING CORPORATION , exterior section for drivini: said compressor input means 
OF NO . 2 - KASUMIGASHKI 3 - CHOME , CUIYOD , 1 -KU , from aid enginc when it operates ; and said power pack 
JAPAN . 

frame means comprising an cngine mount section including 

front and rear bottom horizontal rails to which suid engine 
Inventor s : 1 , IKUYOSHI KOCHI, 2 . ITSUO MORITA , 
3 . TADAYOSHI TOMITA . 4 . TAK AYUKI SAKAMOTO , 

is sccuired , and front and rear vertical gusset members of 

generally rhomboid shape extending from adjacent one side 
5 . TOSHIO TAMAGUCHII. 

of said cxterior Section for a major part of the length 
Application No. 957 /Cal / 82 filed August 17, 1982 . 

of soil frame means and having said engine maunlod 

is nestrd relation therehrtween , said frame means comprising 
Appropriato uffice for opposition proceedings (Rule 4, lippcr rail mcuns exlending from Suich wusset nicmhers to 
Patents Rules , 1972 ) Patent ( Nice , Calcutta . 

adjacert the other side of said scction , said upper ruil means 

suppor ing compressor mounting micans . 
2 Claims 
Compl. specn . 17 pages. 

Drs , $ Sheets . 
A process for stenm cracking of heavy hydrocarbons to 
form a hydrogen -containing gas consisting essentially of 

CLASS : 160- C 

157306 
hydrogen . carbon oxides and lower hydro -carbun which Int. CI. : B 640 11 / 06 . 
comprises the ster s of llowing a heavy hydrocarbun feel 
stuck together with steuni throu ,h one or more catalyst-free AN ENIROY- ABSORBING SEAT ARRANGEMENT. 
tubular first reactors in a litst stram craching zone having 

Applicant : ENGINEERING PATENTS & EOLIPMENT 
a large heat flily in the ringe cf 10 ,000 to 70 .000 Kual / 

TIMTID , OF JERSEY , CITANNFI. ISLANDS OF OAK 
m hr on the inner 1911 of said lulular rc2ctor 11 a flow 

WALK , ST. PETER , JFRSFY. CHANNFI ISLANDS 
tatc of 4 to 100 m /sec and a residend time withini Sud 
first tubular reactor of 0 .05 to 3 seconds, so as to ripiuly 

Inventor : JOHN STEPHEN MARTIN . 
licat said heavy hydrocarbon fe dytuck ind stean 10 22 
temperature in the range of 8 (90) to 1 ,000 " C ; 111 Theo 

Application No. 1287 /Cul /82 filed November 2 , 1982. 
flowing the girkeous mixture discharged from mail is steam 
cracking zone through one or more talystfice tubulid 

Convention dated 2nd November, 1981 18133001) Tnite : 
second reactors in a second stcani cracking zone having it 

Kingdom . 
small heat flux in the range of 1, 500 to 10 .000 kcal / m lu . 

Appropriate ofice for opposition proceellin s Rule 4 , 
at a flow rate of 4 to 100m / sec und a resicicnce tinc within 

Patents Rules, 1972 ) Patent Office, Calcutin . 
said second tubular reactor of 0 . 1 to 6 seconds so a 10 
increase the temperature of suid cuscous mixture and 

4 Claims 
stream to il tuinperature in the range of 850° to 1, 000 . C , 
thereby subjecting the heavy hydrocurbons to stear cracking 

An energy -absorbing scnt arrangement including a first 
and producing said hydrogen -containing gas. 

structure, including uscat ran anda senl structura 

adapted for fixing to an aircraft. one of said siructures com 
Compl. specn . 2.4 pages. 

Dry . 1 shret . 

prising two parallel generally vertical pillars , and the other 
CLASS : 50 -F & 160- C 

157305 

of said structures comprising a frame providing, for 

ench Szi1 pillar, a respective collar embracing the pillar 
Int. CI. : B60p 3 /20 ; T 25 d 23 /00 . 

slidably , and a respective portion , also embracin ? the pillar 

slidably , and spaced along the pillar from soud collar and 
TRANSPORT REFRIGERATION UNIT WITH RE whereis saict first structure is connected with sidecondi 
MOVABI. E POWER PACK FRAME. 

structure by a plurality or cloneatc anoret 2134orhing levien , 
Applicant : THERMO KING CORPORATION , OF 314 

cach comprising a plasticnlly deforable metil member in 
WEST 90TH STREET, MINNEAPOLIS , MINNESOTA 

a deforming member, arranged to prevent licling moverient 

of said frame longitudinally relative to sail pillor s in 
55420 , UNITED STATES OF AMERICA . 

at 

least one wredetermined direction exceply longitus inal 
Inventors : 1 . JERRY ALIIN HROWNFIELD . 2 drawins of the plastically deformable metal members rela 
RICHARD JOHIN SANDBERG , 3. TIOMAS JOHN live to the defaming members and consequent energy 
NIEMI. 4 . LELAND LOUIS HOWLANI) . 

borbing deformation of the deformable membery hy the 

deforming members , and in that there are a plurality of 
Application No. 490 /Col/ 82 filecl August 26 , 1982 , 

sil energy absorbing devices for each said pillur, arranged 


PART III - SEC . 2) 


THE GAZETTE OF INDIA , FEBRUARY 22, 1986 ( PHALGUNA 3 , 1907) 


131 


• 


6 Clains 


syinnietrically about the longitudinal avis of the pillar , 
and parallel therewith , one of sail members of cach enery 
absorbing device hcing secured to it can carried at the 
end of the respective pillar nearer the respective said collar 
portion , and the other of sail members being secured to 
the respective collus portion , wherehy in the vent of the 
force acting between said pilluus 2nd said frame in vid 
predeterminal direction morallel with said pillars ccecling 
a predetermined ulic , Mic [ rane will love slidingly 
ulong yaici nillars so as to draw thc callar nortions way 
from the respective cups and draw the leformable members 
relative to the Jeforming members . 


An improved internal collection type filter bug fur filter 
ing particulate material ( 20 ) wherein air to be cooned is 
Jiroutes through an open entrance and (21 ) of the filter 
bay into the filter bag and flows outwardly through the 
material forming the filter bag , characterized in that means 
131, or 31, 31 ) extends within the filter bar (20 ) for 
separating the air to he cleaned lowing into the filter bag 
into il plurality of portions and for essentially confining the 
separated portions of air from each other by providing a 
barrier therehetween and for directing the respective separat 
ed and confined portions of air into engagement with and 
outwardly through respective different length -wise portions 
( A , B , C ) of the filter bag . 
Compl, speça . 18 pages. 

Drg . 3 sheets . 
OPPOSITION PROCFEDINGS 


Compl. speen . 11 pages . 


Drg . 3 sheets 


CI ASS : 6 -B . 


157307 


Int. Cl. : B01 d 46 /24 . 

AN IMPROVED INTERNAL COLLECTION TYPE 
AIR FILTER BAG FOR FILTERING PARTICULATE 
MATERIAL 


Applicant : MRS . FRANCES HENDRICK JOHNSON 
or 123 ,5 WEST HENDERSON STREET , SALIBURY , 
NORTH CAROLINA , U . S . A . 


The application for Patent No. 152584 146 / Alas 181) by 
Srinivasagam Pillai Ramaswamy, in respect of which in 
oprosition was entered by Messrs Sri Lanka Toit Board 
and Messrs Colombo Commercial Co. ( Fnges . ) Ltd ., as 
notifiel in the Gazette of India , Part -ul, Sec . 2 Jated thç 
15th September, 1984 has bten treated as withdrawn . 

PATENTS SEALED 
141577 145526 145538 145627 145637 145649 145707 152804 
154265 154488 154638 154697 154975 155126 155129 155130 
155132 1.55133 155135 155136 155137 155141 155143 155146 
155147 155149 15.5151 155152 155153 155154 155155 155156 
155158 155161 155174 . 


Inventor : ALLEN STARLING TOHNSON , TR . 


Application No. 1271 /Cal / 82 filed October 23, 1982. 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules, 1972 ) Patent Office . Calcutta . 


STATEMENT REGARDING LICENCE AGREEMENT OF PATENTS REGISTERED 
UNDER SECTION 68 & 69 FOR THE PERIOD OF OCTOBER 1985 TO DECEMBER , 1985, 

(TROM INDIAN TO INDIAN ) 


. - - - 


- 


- - 


- 


- - 


- 


- 


- 


- 


Patcut 


Patcntcc 


Lioonca Granted to 


Lidens : granted on 


Entry made 
under Soc . 


Entry made on 


Nos. 


149178 


150457 


Do . 


Do , 


Sri Rajeshwar Dayal, Devi Protonuts & Co., 8th August , 1985 

68 

26th December, 1985 
Bombav. 

Madr44. 
Do . 

Do . 
- - 
STATEMET REGARDING ASSIGNMENTS OF PATENTS REGISTERED UNDER SECTION 
68 & 69 FOR THE PERIOD OF OCTOBER 1985 TO DECEMBER , 1985 

(FROM INDIAN TO INDIAN ) 


- 


Patent 


patentee 


Assigned to 


Date of assignment 


Entry made 
under Sec . 


Entry made on 


Nos. 


- 


- - 


147002 


Ist Dec., 1985 


Sam Sohrabji Motafrain 
West Bengal 


31st October, 1985 


Elpro International Ltd . 
of Chinchwood Gaon , 
Pune - 33 , Maharashtra , 

Do. 


Do . 


Do. 
Do , 


Do. 
Do. 


Do . 


Do . 


146942 
146943 
146944 
146252 
142800 


Do . 


Do. 


Do. 


Do . 


Do , 


Do . 


Do. 


Do . 


Do. 


Do . 


151661 


4th Sept, 1985 


18th Nov. 1985 


Do . 
Jal Ardeshik 
Meher Homji, 
Calcutta . 
Council of Scientific National Research 
Industrial Royausch , Dovelopment Coron , ol 
Now Delhi. 

India , New Delhi 

Do . 
Do . 

Do . 
Chief Controller 

Do . 
Reg_ arch & Development, 
Ministry of Defonco , 
G vt. of India , 
N w Delhi. 


D .) . 


147991 
143016 
144141 
152860 


D ) , 


26th Jul. 1985 
4th Sept . 1985 
26th Jul, 1985 
1st Oct. 1985 


Do . 

Do . 
28th Nov , 1985 
31st Decomber, 1985 


DC . 


- - 


- 


- 


- 


- 


- - - 


- 


- - 


- 


- 


- - 


- - 


- 
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COMMERCIAL WORKING OF PATENTED INVENTIONS 


MECHANICAL AND GENERAL 
ENGINEERING - LIST XI 


Th following Patents in the field of Mechanical & Gunoral Engincoring Industry are not being com 
mercially worked in India as admittud by the Pitontces in the statements file by them undor section 
146 (2 ) of Patents Act, 1970 , in respuct of calendor yearl 983, gencrally on account of want of requests 
for licences to work the Patented inventions. Persons who are interested to work the said Patents con 
morcjally may contact the Patentocs for the grant of a licence for the purpose . 


Sl. No . PatentNo. 


Date of Patent 


Name & Address of Patentees 


Title of the invention 


- - - - - - - - 


- - - - - 


- 


- - - - - 


3 


- 


- 


- 


- - - 


- - 


- - - 


- 


- 


- 


- 


- 


- 


- - - - - - - 


- - - 


- 


- 


- - 


- - 


- 


- - 


- - 


- - 


145656 


2 - 9 - 1976 


- -- - - - - - 

- - - - - - 
COUNCIL OF SCIENTIFIC & INDUS - 
TRIAL RESEARCH , Rafi Merg , New 
Delhi-1 , India , 


A vacuum pump for obtaining oil frec 
vacuum for air sampling in air pollu 
tion studies, 


147014 


4 - 8 - 1978 


AHMEDABAD TEXTILE INDUS . 
TRY S RESEARCH ASSOCIATION , 
P . 0 . Polytechnic , Ahinedabud -15 , 
Gujarat, India . 


An instrumont to measure and indicate 
the speed of shuttle in and for looms, 


147035 


26 - 9 - 1977 


COUNCIL OF SCIENTIFIC & INDUS- 
TRIAL RESEARCH , Rafi Marg , New 
Dolhi- 1 , India . 


An improved soil mixing /filling imple 
ment. 


147050 


1,3-4 - 1976 


SIEMENS AKTIENGESELLSCHATT 
of Berlin & Munich , West Germany. 


Improvčinents in or relating to housing 
assemblics for Olectrical apparatus . 


147113 


26 -10 -1976 


SOCILTE D ETUDES DE MACHI 
NES THERMIQUIS , S , E , M . T ., of 2 
Quai Do Saino 93202 Saint Denie , 
France . 


Improvemonts in or relating to fucl 
injection pumps for internal combustion 
onginos. 


147116 


1 - 3 - 1978 


HOECHST AKTIENGESELLSCHAFT, 
of 6230 Frankfurt/Main 80 Federal Re- 
publio of Germany. 


Process and device for the manufac 
ture of a tubo bend of thermoplastic 
material. 


147122 


19 - 9 - 1977 


An apparatus for utilizing kinetic energy . 


KAJ-RAGNAR LOQUIST ET AL 
Ragnbagsvagon 40 , S 77300 , Fagorsta , 
Swcden , 


147124 


11-3 -1977 


A pnsumatio porcussion lammor. 


WILLIAM LISTER , of 36 Rabaul Street, 
Moorooka Queens Land , 4105 Aus 
tralia , 


147132 


22-6 - 1978 


A monoblock centrifugal pump 


set. 


KIRLOSKAR OIL ENGINES LTD . 
Laxmanrao Kirloskar Road , Khadki, 
Pune -411003 . 


147146 


29 - 10 - 1976 


SOCIETE DE DIFFUSION ET DE 
RECHERCHES, TECHNIQUES , ET 
FINANCIERES S , A . of Avenue Du 
Chateau Do, La cour 4 CH - 3960 
SIERRE . 


Manufacturing process for self-suppor 
ting cloments particularly rooling pancis 
and penals and pancls constituent part 
of buildings and an apparatus for carry 
ing out the process . 


147161 


10 - 6 - 1976 


SOCIETE D ETUDES DE MA 
CHINES THERMIQUES S . E , M . T . 
2 Quai de Seine 9 . 202, Saint Denis 
France , 


Devico for mcasuring and following the 
degrcc of wear of a first element having 
predeterininod mignetic properties in 
sliding contact with a second clement. 


147175 


6 - 9 - 1976 


SOCIETE NATIONALE DES POU 
DRES ET EXPLOSIFS , of 12 Quai 
Henri IV , Cedex 04 , 75181, Paris , Franco . 


Improvements in or relating to 2 
screw extruder having a scrow casing 
connected to 4 bed , 


147178 


4 -4 - 1977 


Blade for rotor Or Tatay pumps. 


KELIN -SCHANZLIN - BECKER AG ., 
6710 , Frankenthal ( Pfalz ), Postfach 224 , 
Johaon -Klein Strasse 9 , F . R . G . 


147189 


7 - 3 - 1977 


ALUMINIUM PECHINEY , 28 , ruo 
de Bonnel, 69003, Lyon , Francc. 


An apparatus for producing aluminiums 
by fused electrolysis of aluminium 
cryolite , 


147193 


21- 3 - 1977 


THOMAS H . SHEPHERD OF 12 
North Greenwood , Evenųc , Hopo well 
New Jersoy 08525, U . S . A . 


A mold constructod af thermoplastic 
material & & process for producing con 
tact lenses . 


- - 


- - - 


- 
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147197 


31 - 10 - 1977 


Striking plate for disintegrating mill. 


REXNORD INC . 3500, Wisconsin Con - 
tre , 777 , East, Wisconsin Avenucs , Mil 
waukee , Wisconsin , 53202 U . S. A . 


147202 


19 - 1 - 1977 


Solar cells and method of producing thic 


MOBIL TYCO SOLAR ENERGY 
CORPORATION , 10 Ilickory , Drive , 
waltham , Massachusetts, U .S .A . 


sumo. 


147214 


19 -11-1975 


A catamonial device . 


PERSONAL PRODUCTS COMPANY 
of Milltown, New Jersey, U . S . A . 


147265 


4-3-1977 


Improved water heater. 


MRS . SHANTABAI SHRIDHAR SA - 
THE , 418 , Narayan Peth , Pune-411030 , 
Maharashtra , India , 


147272 


20 -3-1978 


Sprayer for repairing refractory lining. 


QUIGLEY COMPANY INC. of 235 
East 42nd Street,New York , State ofNew 
York , U . S . A . 


147277 


17 - 4 - 1978 


Automatic load -dependant air brake. 


WERKZEUGMASCHINEN PABRIK 
OERLIKON -BUEHRIE , A . G . of Birch 
strasse 155 , CH , 8050 Zurich , Switzer 
land . 


147282 


12-8 - 1977 


F . J ., SMIDTH & CO ., A /S , of 77 Viger 
siev Alle , DK - 2500), Valby, Copenhagen, 
Donmark . 


Mechanical adjustable roller support 
for drums. 


147309 


4 - 3- 1978 


KIRLOSKAR OIL ENGINES LTD ., 
Laxmanruo, Kirloskar Road , Khadki, 
Pune -411003. 


An improved internal combustion 012 
ginc. 


147317 


22- 12 - 1977 


SHELL INTERNATIONALE RE 
SEARCH MAATSCHAPPIJ B . V . 
Carel Van Bylandtlaan 30 , The Hague, 
The Netherlands , 


Apparatus for thc classifiution on 
finely dividod fucis. 


147321 


27 -2 - 1978 


An improved liquid -gas contacting tray. 


UNION CARBIDE CORPORATION , 
of 270 Park Avenuo, Now York , Statc 
of New York - 10017 , U .S . A . 


147324 


3-11- 1977 


PECHINEY UGINE KUHLMANN , 
of 23 , Rue Balazc 750.98 , Paris , Franco . 


A process for purifying the Oxhaust 
gases given off by dicsel type internal 
combustion cagincs. 


147343 


27-6 -1977 


Rock -drilling bit for porcussion hamur s. 


WILLIAM LISTER , of 136 Rubaul 
Street, Moorovka, Queensland , 4105, 
Austriu . 


147381 


27-6 -1977 


KLEIN -SCHANZLIN -BECKER AG . 
Pastfaeh 225, Johann Klein - Strasse , 9 , 
D -6710 , Frankenthal (Pfalz ), 1 , R . G . 


A lubular chambor feoder for lydraulic 
ally convoying solids . 


147404 


6 - 10 - 1975 


TIIAGARD TECHNOLOGY COM 
PANY, of 2712 Kelvin Avenu , Irvino , 
State of California , U . S . A . 


A prouess for carrying out a chemical 
1o4ction of an elevated temporature 
and reactor for carrying out the same. 


147431 


30 -4 - 1977 


Apparatus for crystal growth . 


MOBIL TYCO SOLAR ENERGY 
CORPORATION , 16 , Hickory Drivo , 
Waltham , Massachusotts , U . S . A . 


147411 


3 - 8 - 1976 


G . D . Scista Per Azioni, of via Pom 
ponia , 10 , Bulaga , Italy , 


An inprovod rotory head dovico for 
supplying cigarettes to the feeding 
hopper of a cigarctto packing machi 
ne . 


147151 


7 -6 - 1976 


& 


G . in .b . H . Bochum 


DR . C . OTTO 
West Gerinwiy . 


Regeneratively operated underjet coke 
oyen . 


147462 


1 -2 - 1977 


USS ENGINEERS AND CONSUL 
TANTS - INC , CU Grant Street , 
Pittsburgh , State of Pennsylvania , U . S . A . 


Method of repairing an erosion cay 
ity in ingot mold stools & the bottoms 
of clased bottom metal moldy . 


147467 


5 -10 - 1976 


On -load tap changer. 


MACHINENFABRIK REINHAUSEN 
GEBRUDER SCHEUBECK , G .m .b . H . 
of 8 Falkenstciastrasse , 84 Regensbury , 
F . R . G , 


147475 


16-5- 1977 


UNION CARBIDE CORPORATION . 
of 270 Park Venue New York , State of 
New York 10017 , U .S . A . 


A foam applicator head for application 
or foam to A substrate . 


- - 


- 


- - 


- 


- 


- 
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147487 


29- 6 - 1978 


INDIAN EXPLOSIVES LIMITED , 34 , 
Chowsinghee , Calcutta 700071 , West 
Bengal, India 


A self -scaling pack and 4 method of 
making the same. 


37. 


147491 


6 -8 -1977 


GIRLING LIIMITED , of Kings Road , 
Tyscley , Birmingham 11 , England. 


Improvements in 
brakes . 


self-energising Disc 


147493 


1 - 11. 1977 


COMPAGNIE FRANCAISE D ETUDES Devicc for winding tubes around ver 
ET DE CONSTRUCTION " TECHNIP " tival & stationary cores . 
of 232 Avenue Napaleon , Bonaparte , 
92500 . Rusil Malmaison , Franco . 


147518 


19 -6 - 1978 


BIG GLASSGROUP, Ruo, Caumar 
tin , 43, Paris, Franco . 


Method of manufacturing mirrors and 
mirrors so obtaincd . 


147528 


13 - 2 - 1978 


PAUL REIM , 5, Rathausgasse , 7100 
Heibronn , F .RG . 


Traming means for framing a picture or 
other object. 


147542 


4 - 1 - 1978 


ENVIROTECH CORPORATION , salt 
Lake City , Utah , U . S . A . 


Thichcning devicu and method . 


147568 


1 - 8 - 1977 


Turbine casing assembly . 


147569 


22- 3 - 1977 


KRAFTWERK UNION AG . 4330 
mulheim (Ruhr ) Wiesenstr . 35 , F . R . G . 
S . A . DES ANCIENS ETABLISS 
MENTS PAUL WURTH , 32 suo 
d Alsace, Luxenaboura , Grand Du 
chy of Luxembourg. 


Improvements in and relating to bleed 
valves . 


147574 


7 - 11 - 1977 


Sliding gute valve . 


USS ENGINEERS AND CONSUL - 
TANTS , INC , of 600 Grant Street, 
Pittsburgh , State of Ponpsylvania , U . S . A . 


147583 


10 - 2 - 1976 


CLAUDO ALDECOA LECANDA , 
Vizcaya 5 , Victoria , Spain , 


Parachuto catclı Sality and opening 
mechanism for the braking of aerobombs . 


147587 


11-5- 1977 


TESA S . A . of Rue Bugnon 38 , 1020 
Rencns, Switzerland . 


Adjustable fork gauge . 


147594 


6 - 12 -1977 


CHAUX ET DOLOMIES DOBOU - 
LONNAIS ETC , 26 , Rue Dos Cordelicres 
75013 Paris , France . 


A Process for preparing liglat wcight 
concrctc matcria ). 


147610 


14 -6 - 1977 


A gas turbinc. 


UNITED TECHNOLOGIES OF 1. 
Financial Plaza , Hort Ford , Connecti 
cut 06101 U . S . A , 


147611 


15 - 9 - 1977 


Power driven vessel. 


SCHOTTEL -WERFT JOSEPH BEC - 
KER , GMBH & CO KG , 5401 Spy / 
Rlicin , Republic of Germany. 


147631 


23-9 - 1977 


DEMAG AKTIENGESELLSCHAFT, 
of Wolfgang-Rcutor - Platz of D - 4100 
Duisburg, F . R .G . 


Dövice for the continuous romval of 
dumps of bulk mutcrial. 


147617 


2 - 11 - 1977 


Screening apparatus hydrofoil. 


CANADIAN INGERSOLL -RAND 
CO . LTD ., 620, Cathecart Street, H3B , 
1M2, Montreal, Quebec, Canada , 


147650 


15 - 2 - 1977 


ALEXANDER GEORGE COPSON , 
of 52 High Street, Yaddistlorpe Soun 
thorpe , Lincolnshire , England . 


Normally closed gas exhaust valve and 
diving gas recovery system incorporating 
the same. 
Subsurface pumping installation for 
handling viscous or sand -ladyn fluids. 


147668 


12 - 1 - 1977 


USS ENGINEERS & CONSULTANTS, 
INC . of 600 Grant Street, Pittsburg, 
State of Pennsylvania , U . S . A . 


147686 


20-8- 1975 


Do , 


Apparatus for localiny 111ruperly pu 
sitioned rolls in it curved roll- rock . 


147704 


30 -6 -1978 


G . D . SOCIETA PER AZIONI, of Viu , 
Pomponia , 10 , Bologna , Italy . 


Dovice (or chucking that the bands 10117 
ing filters to cigaretics have boon si altd 
down . 


147722 


25 -2 -1978 


COUNCIL OF SCIENTIFIC & IN 
DUSTRIAL RESEARCH , Rafi Marg , 
New Delhi- 1 , India . 


Improved extrusion device for plastic 
matcrials for use in chemical and foud 
industrics . 


- - - 


- 


- - 


- 


- - 


- - - 
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147744 


27- 12 - 1977 


. - - - . -- - - -- . . - - . . 

- - - - - - 
AHMED VBAD TEXTILE INDUS- An instrument tu mcasure the niploads 
TRY S RESEARCH , P . O . Polyluchino, in textilo draw frames . 
Ahmedabad- 15, Gujarat, Indit , 


147745 


22- 7 -1977 


Do . 


A rapid abrasion testing means for la 
minates plastics paper and Icather. 


147753 


2 -8 - 1977 


KRAFTWORK UNION AG , 433. 
Mulhicim (Ruhr ), Wiysenstr , 35 , F . R . G . 


A shaft seal for a steam turbine with a 
divided outcr housing & a shaft scal 
cover , 


147766 


28 -6 - 1978 


UOP INC . of Ten UOP Plau -Algon 
quin & Mt. Prospect Roads, D - s Plasi 
ncs, Illinois , U . S . A . 


Moving bed radial flow solids - fluid con 
tacting uppuratus , 


147767 


12 -7 - 1977 


SCHUBERT & SALZFR MISCHINEN 
FABRIK AKTIENGESELLSCHAFT, 
of Fritdricil- Ebertstrasse 84 , 8070 , 
Ingolstadt , West Germany. 


Appiiratus for winding a thread deli 
vured at a constant spoed . 


147773 


28 - 11 - 1977 


Pino joints . 


UNITED STATES PIPE & TOUN - 
DRY CO . 3300 , First Avenue , North , 
Birmingham , Alabama, U . S . A . 


147774 


30 -6 -1977 


A Stackable liller head unit and a ilter 


MASSEY -FERGUSON SERVICES 
N . V . Antilles Abrahan de Veerstraat 
7A , Curacao , Notherlands, Antilles. 


assembly . 


147782 


5 - 8 - 1978 


A chrtridge spacer Assembly . 


INDIAN EXPLOSIVES LIMITED , 34 
Chowringhou , Calcutta -700071 , West 
Bengal, India , 


147788 


31 -10 - 1977 


UNION CARBIDE CORPUATION , 
of 270 PICK Avenue, NƏw York , State 
of Nuw York - 10017, U . S . A . 


A thrinoicchanical Scirling process 
2014 apparatus therefor . 


147789 


17 -11-1977 


SOCIETE D ETUDES D3MACHINES 
THERMIQUES- S . E . M . T vf Quaide 
Sving , 93002, Saint Denis , France , 


A supercharger sel for internal coin 
bustion cngines of reci Procating piston 
type . 


147805 


7 - 10 - 1977 


copressed 


air , 


Filling-up valve for 
biukes . 


KNORR BREMSE Gm .b . H .. of 8000 
Munchen - ),M oucher Str. 80 , F . R .G . 
USS ENGINEERS AND CONSUL - 
TANTS INC . 600 , Grant Street, Pitts 
burgh , Stute of Punnsylvania , U . S . A . 


147808 


29- 1 - 1977 


A sliding gilto valvo for a tocming vosscl, 


147835 


9 -5 - 1978 


SVEN RUNO VILHELM GEBELIUS 
Fridhcinsgilan 27 , 11240 - Stockholm 
Sweden , 


S , Device for reducing or interrupting a 
mudia flow through i tubular pipe . 


147896 


19 -8 - 1477 


SCHUBERT & SALZER MASCHINEN 
FABRIK , 4KTIENCES : LLSCHAIT , 
Friedrich -lubert- Strassu 8 -1, 8070 Ingol- 
stadt, West Germany. 


Apparatus for separating contaminants 
from fibrous material in particular from 
cotton fibrous material. 


147910 


25 - 3 -1977 


G , D , SOCIETA PER AZIONI, Via 
Poinpania 10 , Bulogna , Italy . 


Devics for adjusting the slopo of side 
flaps in particular of piled -up Card board 
blauks. 


147918 


16 - 3-1978 


Aimproved gas - liquid contacting tray . 


UNION CARBIDE CORPORATION , 
270 Part AV Duo, New York , State of 
New York 10017, U . S . A . 


147945 


14 -6- 1977 


Auxiliary bearing for utormining radial 
and axial play of turbine shafts, 


KRAFTWERK UNION AKTIENGE . 
SELLSCHAFT , Mulheim ( Runt) 
4330 , Winsenstr, 1 . R . G . 
COUNCIL OF SCIENTIFIC & INDUS . 
TRIAL Reswurch Rali Mars , New 
Delhi- 1 , India . 


147991 


27- 1- 1978 


A vacuum guard . 


148002 


21-7-1977 


Saluty drop brakc. 


SUCCESSOR TO COLIN WILLIAM 
Skelton 160 , Kiktu BAY, New 
South Walus , 2283 , Austriilia . 


- - 


- 


- 


- - 


- 


- 


- 


- 


- - 


- 
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COMMERCIAL WORKING OF PATENTED INVENTION 

MECHANICAL ENGINEERING LIST NO . XII 


The following Patents in the field ofMechanical and General lingincering Industry are not being cam 
mercially workod in India as admitted by the Patentecs in the statements filed by them undi i Section 
146 (2 ) of Patents Act, 1970 , in sospect a fcalendar ycar 1983 goncrally on account of want of requests 
for licences to work the patented inventions Persons who lo intorcsted to work the said Patonts com 
mercially may contact tho Patentous for the grant of & licence for tie purpose , 


AH 


Sr . No. 


Patent No. 


Date of Patent 


Naine and Address of Palentoes 


Title of the invention 


148014 


25-1 -1978 


Method and apparatus for treading tyres . 


KENTREDDER LTD ., Longuovillo 
Street, Saviour, Jersey, British Chan 
nci, Işlands. 
GIRLING LIMITED , of Kings Road, 
Tysoley, Birmingham 11, England . 


148029 


31 - 1 - 1978 


Hydraulio bruaking systoms for vehicles. 


148054 


9 -2 -1977 


SOCIETE D ETUDES DE MACHI 
NES THERMIQUES S .E . M . T . 2 Quaid : 
de quine 93202 Saint, Sonis, France . 


liupravoments in or rulating to a dovice 
for damping pressure waves in an 
internal combustion engine fuol injec 
tion system . 


148058 


2 - 11 - 1977 


Scrocaing apparatus. 


CANADIAN INGERSOLL -RAND 
CO . LTD ., 620 Cathcart Sircot M3B , 
IM2, Montroal, Quebec , Canada, 


848086 


16 - 3 - 1978 


YOU NGFLEX S . A . of 1 Ruc Fries, 
1701, Fribourg , Switzerland . 


A cushion support oli UCIUIC for incor. 
poration in a soat . 
Brake fluid reservoirs , 


148092 


19 - 9 - 1978 


AUTOMATIVE PRODUCTS LTD ., 
of Tochbrook Road , Leamington spa, 
Warwickshire 3ER , England . 


148098 


1 -9 - 1977 


Cartridge casing for a propellant charge . 


RHEINMETALL GMBH . of 4, Duy 
seldorf , Ulmenstrasse , 125 , Wost Ger 
many . 


148113 


28 - 10 - 1977 


Butterfly valve . 


TOMOE TECHNICAL RESEARCH 
COMPANY of 2 -91- 1 , Honjyo Naka , 
Higashi-Osaka -shi, Osaka , Japan . 


148126 


25- 7 -1978 


Pandrol Limited , 9 , Hobara , London 
EC IN 2NE, England . 


Apparatus and a method for bending 
rods in making railway said fastening 
clips . 


148170 


27- 7 - 1978 


1 . S . E . Smelting Limited , of 6 St. Jame s 
Squiro , London SWIX 1LD , England . 


Improvement in or rolating to tuyores 
for blast furnaces and furnacos having 
such tuyoros installod thorein . 


148171 


1 - 8 - 1978 


or 


rolating 


to 


CHARCON TUNNELS LIMITED , of Imaproveonents in 
South Well Lane, Kirkby- in -Ashfeld , wall Sognonts . 
Noiling Hamshiro NG 17 8 FN 
England . 


148185 


31-5 -1977 


TESA S . A , of Rue Bugnon 38 , 1020 
Renons, Switzerland . 


Measuring gauge . 


148186 


19 - 8 -1977 


KEARNEY -TRECKER 

CORPO - Machino tool with counter pogod 10lory 
RATION , 110 ), Thiudore Tieckor way, tool heads carrying crous food tool 
Wust Allis , Wisconsin 54214, U . S . A . 

slides , 


148195 


13- 6 - 1977 


C . EUGEN MAIER , Metallvörarbeitung , A flyer for yarn or throad winding 
GMBH , Friedrichlist- Str. 41- D - 7012 , machines, 
Felibach , F .R . G . 
LODGE- COTTRELL LIMITED , of Improvements in or relating to fume ox 
Goorgo Street, Parade, Birmingham B3, traction , 
100 , England , 


148203 


21- 7 - 1978 


148204 


4 - 8 - 1978 


Do. 


Improvements in or relating 
taroatment plant . 


to gas 


17. 


148221 


17 -8 - 1977 


Composite multi-stage pump . 


MITSUI TOATSU CHEMICALS 
ING . ETC . of 2 - 5 , 3 - chome, Kosumig 
seki, Chiyoda -ku, Tokyo , Japan . 


- 


- - 
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148223 


3 - 10- 1977 


Piosettable toul suppoiting device . 


DEVLIEG MACHINE COMPANY , 
Fair Street, Royal Oak , Michigan , 
48168, U .S .A . 


148232 


30 - 1 - 1978 


KRAFTWERK UNION AG . 4310 , 
Mulheim (Rulir ), Wics - 11, tr, 35 , GT- 
man Federal Ropublic , 


Radial plain 
shaft. 


bearing for a rotating 


148253 


2 -7-1977 


Tiro curing press , 


NRM CORPORATION , of 1200 Gill- 
christ, Street , P . O . Box 6338 , Akron , 
Ohio , 44312 , U . S. A . 


148259 


13-12 -1977 


TESA S . A , of Rue Bugnon 38 , 1020 , 
Renens , Switzerland , 


Flat segment level lover for miorometei 

and gauges. 


148264 


4 - 4 - 1978 


DR C . OTTO & CO . GMBH , Of 
Christstrasse 9 , 4630 Bochum , West Ger - 
many . 


A gas generator opcrating under preg 
sure and a high temperature . 


148268 


8 -5 . 1978 


An actuator . 


MRS. PARAMITA BASU , 16 , Princess 
Street, Calcutta 13 , State of Wost Ben 
gal, India . 


148279 


6 - 2 - 1978 


KLEIN - SCHANZLIN & BECKER AG . 
Postfach 225, Johannklcin Strasse 9 , 
D -6710 , Frankenthal ( Pfalz ) F , R , G , 


o 


Heat barrier moans for high tomperaturo 
circulating pumps . 


148291 


27 -7- 1977 


Apparatus for sewing stono . 


HIROSHI ISHIZUKA , of 19 - 2 , 
Ebara , 6 -ChomeShinegawa -ku , Tokyo, 
Japan . 


148294 


10 - 10 - 1977 


PALITEX PROJECT-COMPANY 
GMBH , of Wocscrweg 8 , 4150 Krefeld , 
West Germany 


Apparatus for the take - up and tension 
free reissue of a gven length of thread . 


148311 


19 -9 - 1977 


THE AIR RPREHEATER CO ., LTD 
Andover Road , Wells Villc , New York , 
U .S .A , 


Rotary regenerative heat exchango ap 
paratus having a rotor of heat absorbont 
material. 


148316 


22 -8 - 1978 


Diphragm spring clutches. 


AUTOMOTIVE PRODUCTS LIMI 
TED , Tachbrook Road , Lcomington 
Spa ., Warwickshire , CV 31 3 ER , Eng 
land , 


148333 


14-4 - 1977 


Blast furnaco charging apparatus. 


I. S . C . SMELTING LIMITED , of 6 
st. Jamos s square , London SW1 Y 4LD 
England , 


148350 


19 -5 - 1977 


MANNÆSMAN DEMAG AKTIEN - 
GESELLSCHAFT , of Wolf gog -koule 
Platz , D -4100 Duisborg , F . R . G . 


Mixing bod pile apparatus with bladed 

pire pick -up . 


148351 


26 -6 -1977 


INDIAN HEAD , INC . 1211 Avenue 
of the Amoricas , New York , 10036 , 
U . S . A . 


Improvemens in or relating to a brake 
acturing device . 


148368 


1 - 12 - 1977 


INTERCANE SYSTEMS INC . 2679 , 
Howard Avenue , Windyr, Ontarin , 
N 8X , 3X2, Canala 


An apparatus for separating the pith 
and rind compohent of sugarcane stalk , 


148373 


17- 2 - 1978 


Vacuum flask . 


MARIO POSNANSKY ETC . of Mel 
chenbuchlweg 18 , 3006 Bern , Canton 
of Bern , Switzerland . 


148394 


25-1-1977 


SAUNDRES VALVE COMPANY 
LTD . O Gwambran , Gwent NP 4 3XX 
Wales. 


Method of forming an injection moul 
ded functional lining on a valve body . 


148406 


9 - 12 - 1977 


HACOBA TEXTILMASCHINEN GM 
BH & CO . KG , of 5600 , Wuppertal 2 , 
Federal Republic of Germany. 


Bobbins for thread -form or strip form 
matcrial. 


148408 


21-2 - 1978 


YOUNGFLEX S , A . of 1, Rue Fries , 
1701 Fribourg, Switzerland . 


Cushion support clement. 


148411 


11 - 5 - 1978 


11-5-1978 


EADLE BROS & CO . LTD . Victoria 
Works, Paisley, County of Rentiew , 
Scotland , 


Improvements intravellers for ring spin 
ning. 
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148411 


28 -2 - 1978 


USM COPORATION 
Higlivay, Farmingull, 


626 , Colt 
Connecticut, 


Ainuchinc for turning ariicle . 


U . S . A . 


148419 


20 -1 - 1978 


GENERAL, ILECTRIC COMPANY, 
1 , Rajvr Road , Scheucaly , Siatc or 
Now Yülk 12305, U . S . A . 


Tt nıporature resistant machine tool 
component and method formaking samc. 


148420 


1 - 6 - 1978 


STOPNIC AKTIENGESOLLSCHAFT , 
of Barestiasse 43, 6300 Zug /Switzer - 
land . 


Sliding galo nozzles and metallurgical 
vessel Containing such nozzlos . 


148421 


3 - 2 - 1978 


lmprovos slido gate valve apparalus. 


USS ENGINEERS AND CONSUL 
TANTS , INC . of 600 Grant Pittsburg , 
State of Pennsylvania , U . S . A . 


148424 


21-5 - 1975 


Improvements in vehiclo brokes , 


GIRLING LIMITED , Of Kings Road , 
Tyseløy Birmingham 11, Lngland . 


148 + 12 


20- 3- 1978 


CONTRAVES G . Of Sparhausura - 
114 580 , 8952 Zurich , Switzerland , 


Solar heat collocior . 


148111 


21- 2 - 1978 


USS EN MOEDERS AND CONSUL , 
TANTS, INC . of 600 Grant Stret, 
Pittsburgli, State of Pennsylvania , 
U . S . A . 


Positivo displice :nont pump for hand 
ling a suspension of particles. 


118172 


16 - 2 - 1977 


Low insrtia clutch and brake system . 


VERSON ALISTEEL PRESS COM 
PANY , of 8 .300 South Central Express 
way, Dallas, Dellas County , Texus , 
U . S . A . 


148478 


16 - 3 - 1978 


SANDVIK AKTIEBOLAG , 
5 -811 01, Sandviken 1, Sweden . 


Fack 


Drill bit. 


148480 


3 - 4 - 1978 


Interior guaze for measuring thc dia 

ineter of bores of machined workpieces. 
Injculing gun for animals in particular 
for the artificial insemination of cattle . 


148 189 


TESAS. 4 .Ru , Bug:2011 ,38 , 1020 Renens, 
Switzerland . 
ROBERT SALILE JUSTIN CASSOU 
& ETC . Rue Clomcnccau , 61300 L 
Aigle , France, 


6 -7 - 1977 


148496 


3- 10 - 1977 


BINSHELLS NEW SYSTEM LTD . of 
St. Julians Court - - St. Peter , Port-Gucin - 
sct- channel Islands, Italy . 


Mathod and apparatus for orecting sub 
stantially dome-like building structuros . 


148503 


20 - 4 - 1978 


RELVES BROTHERS INC . 1271 
Avenue of tho Americas, New York , 
Staic of New York , U . S . A , 


Centrigugal process for production 
of polyurethono foam and apparatus 
ther for 


148508 


20 -6 -1978 


Channel base well Screont. 


VOP INC . ALTO VOP Plaza -Algonquin 
and Mt. Prospect Roac s , Des Plainos , 
Illinois, U . S . A . 


148511 


1-4 - 1977 


HIROSHI ( SHIZUKA , oſ 19 -2 Ebara 6 - 
chomo, Shinegawa -ku , Tokyo , Japan . 


Apparatus for sawing stone . 


148514 


8 -6 - 1977 


BUREAU BBR LT., of Ricsbachstrasse 
57 , Zurich , Switzerland . 


A wedge rush -in apparatus for a wijo 
tensioning press . 


148522 


20 - 9 - 1977 


COMBUSTION ENGINEERING INC . A steam generating unit having blick stay 
1000 , Prospect Hill read , Windsor, Con - arrangement as sup ;" ort means for the 
necticut, U . S . A . 

walls thereof. 


148 ,523 


21- 9 - 1977 


KABEL UND METALLWERKE GUTE - Method of producing correr clad steel 
NEFFNUN -GSHUTTE , AG . 3000 , wire. 
Hannover , Postfach 260), Vahrenwalder , 
Strassc 271, West Grtinany. 


148540 


20 - 1 - 1978 


AKTIEBOLAGET MEDLINE , of Wal- Device for at least temporary occlusion 
Jingatan 37 , S - 101 2 .1 Strckholm , Sweden . of body channels, 


- 


- 


- 


- 


- 


- - 
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IMTERSTOP A . G . of Baarerstrasse 43 , 
6300 Zug /Switzerland . 


148547 


1-6 -1978 


. 
A sliding gate nozzle for vessals used for 
pouring metals. 


148557 


22 - 2 -1978 


TESA S . A . of Ruo Bugnon 38 , 1020 
Renons , Switzorland . 


A shock absorbing device for use in dial 
measuring instruments , 


148562 


18 -4 - 1978 


BICC PUBLIC LIMITED COMPANY, 
of Bloomsburg , streot , London W . C . 1 B . 
3 , QN , England . 


Method and apparatus for continously 
casting unrefined electrodes in quantity 
for use in tho clectrolytic refining of 
metal. 


- 


148580 


28 - 9 - 1978 


BRAKES INDIA LTD . of Padi, Madras - 
600050 , India , 


A brake fluid reservoir of a hydraulic 
braking system . 
Improvements in centrifugal pumps, 


148594 


29 - 6 - 1977 


SOCIETE INTERNATIONALE , DE 
MECANIQUE INDUSTRIELLE S . A . 
of 37 rue Notre - Dame-Luxembourg . 


148604 


18 - 11 - 1977 


Post chretiro inflator . 


NRM CORPORATION , of 3200 Gil- 
christ Road , P . O , Box 6338 , Akron , Ohio 
49312 , U . S . A 


148612 


19 -12 - 1977 


MAC GREGOR INTERNATIONALS. 
A . of St. Jacobs stresse 9 , 4002 basle , 
Switzerland . 


Improvements in or relating to a device 
for rofecting or extending a movat le 
acess ramp. 


148613 


26 - 12 - 1977 


CHRISTOPHER TILLOTSON BROWN , 
1 . Yarrabung Road , St. lves , New South , 
Wales 2075, Australia . 


An improved armour unit for wave encrgy 
absorption . 


148617 


14 - 12 -1977 


KNORR - BREMSE GMBH , of Moosa - 
chor Stresse 80 , 8000 , Munchen 40. 


Brake accelerater for compressed -air 
brakes aspecially for rail vehicles , 


148622 


20 -4 - 1978 


RUHRKOHLE TAKTIENGESELLSC - A method for taking in and taking any 
HAFT, ETC . of Rellinghauser Str. 1 ,4300 , gases leaking during colking and device 
Esson West Germany . 

therefor . 
JOHN DEREK GOEST, of " Iona " can Improvements in or relating to couplings 
non Hill , Way, Bray Maidonhead , Berk - for tubes . 
shire , England . 


148667 


2 - 8 -1978 


148669 


24 - 8 - 1978 


UNION CARBIDE CORPORATION 
of 270 Park avenuo, New York , Stato 
of New York - 10017 , U . S . A . 


Procoss and apparatus for thermoctori 
cally sorrfng a metal workpieces . 


148673 


23- 10 - 1978 


AHMEDABAD TEXTILE INDUST- 
RIES RESEARCH ASSOCIATION , P . 
0 . Polytechnic , Ahmedabad - 15 , Gujarat, 
India , 


Opto -electronic yarn fault detector and 
cleaner. 


148701 


3 - 4 - 1976 


FORGEAL SOCIETE POUR LE FOR 
GEAGE ET 1 , ESTAMPAGE BES 
ALLIAGES LAGERS . of 23 Rue Balzac 
Paris 8e , France . 


Process for manufacturing monobloc 
wheels by die stamping and monobolic 
wheels made thereby. 


148702 


3 - 4 - 1976 


Do. " 


Process for manufacturing monobloc 
wheols by die stemping and rotory extru 
sion . 


148706 


130 -5- 1978 


SOCIETE NOUVELLE DES , ECHA - An assembly element, 
FAUDAGFIS TUBULAIRES MILLS , 
of 82 rue Edouard - Vaillant, 93350 Le 
Bourget, France . 


148709 


21- 10 - 1978 


JOHNSON & JOHNSON , of 501 George A water resistant orthopadic bondage . 
Street, New Brunewick , NEW U . S . A . 


74. 


148710 


19 - 4 - 1979 


PERSONAL PRODUCTS COMPANY, 
of Milltown , New Jersey , U . S . A . 


Sanitary napkins. 


148734 


13 -4 - 1978 


QUIGLEY COMPANY , INC . 235 , East 
42nd Street, New York , State of Now 
York , U . S . A . 


Mothod of prolonging lining of an ACD 
furnace lined with a magnesia , type 
refractory . 


4 - 467 GI/85 
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COMMERCIAL WORKING OF PATENTED INVENTION 


MECH . ENGG . XIII . LIST 


The following Patents in the field of Mechanical & Genoral Engineering Industry aro rot being 
commercially worked in India as adınitted by the Patenteos in the statcments filed by them under 
section 146 ( 2 ) pf Patents Act, 1970 , in rospect of calender ycuir 1983 generally on account of 
want of roquests for licences to work the Patented inventions, Persons who are interested 
to work at the said patents comincrcially may contact the Patentces for tho grant of a licence 
for the purpose . 


LT 


Sl. 


Patont No . 


Date of Patent 


Name and Address of Patentees 


Title of the Invention . 


No. 


148743 


8-7-1977 


VIRGII STARK , 936 Fifth Avenue, New 
York , New York , 10021. 


A collector for an appratus for concert 
rating and collocting solar energy Ard the 
apparatus incorporating tho samo. 


148753 


719 -8 -1977 


Improvements in or relating to spripgs . 


DUNLOP LIMITED , Dunlop House , 
Rydor Strcot, St. James, s, London SW 1, 
England . 


148762 


8 -8 - 1977 


USS ENGINEERS AN CONSULTA 
NTS , INC . 601 ),Grant Street, Pittsburgh , 
State of Pennsylvania , U . S . A . 


A nozzle for proventing alumina build . 
up during continous casting of aluminium 
kilod stȚcel. 


148770 


1 -8 - 1978 


FERODO LIMITED , 20 , St . Mary s Par 
sonago , Manchester M32NL , England . 


Process for the manufacturo of friction , 
Compononts. 


148772 


3- 8 - 1978 


Do. 


Process for the manufacture of friction 
components . 


148776 


23 . 8 - 1978 


WERKZEUGMASCHINEN OERLI 
KON -BUFUPIE AG . Birchstrasse 155, 
80 ,50, Zurich , Switzerland . 


Throd pressure control valve for an 
indiroctly acting compressed air brako. 


148777 


23-8 -1978 


No. 


Control valve for an indirectly acting 
comprossed air brake of typo used in 
rail vehicles . 


148778 


28 -8 - 1978 


Improvements in spreading disc brakos 
for vehicles . 
A system for concentrating water wave 
energy , 


148818 


GIRLING 1. !MITED , of Kings Road , 
Tyseley , Birmingham 11 , England . 
SENTRALINSTITUTT FOR INDUST - 
RIELL FORSKNING , os Forsknings - 
vein 1 , oslo 3 , Norway , 


7 - 9 -1978 


148823 


14 - 9 - 1978 


LINDAUER DORNIER G . M . B . H . of 
8990 Lindau , West Germany. 


Method and a loom for the production of 
a double pile fabric sith singlo woft 
insertion 


148833 


30 -4 -1977 


Cartridgo and furnace for crystal growth 


MOBII, TYCO SOLAR ENERGY COR 
PORATION , 16 , hickory Drive, Waltham 
Massachusetts , U . S . A . 


148836 


2 -6 - 1977 


MAHLL GMBH , of 26 - 16 Pragstrasse 
Stuttgart, Germany (West ), 


Improvoments in or relating to ligh1 
metal pistona , 


148866 


20 - 4 - 1978 


MATREX LINITED , of Bond avenue 
Bletchloy , Buckinghamshire , England , 


Improvements in or relating to steel 
framed building . 


148874 


24 - 4 - 1978 


VICKERS LIMITED , of Vickors House , 
Mill bank London SW1, N4RA , 
England . 


A method of rocovoring an undor water 
pipe and a recovering lino attachmont 
for carrying out tho samo. 


148886 


28 - 4 - 1977 


DR . C . OTTO & COMP, GMBH of 
Bochum , West Gormany . 


A system for handling dust-ladon gasos 
omitted from the oven chambers of a 
oven batteary during tho charging thoroof 
with coal to be carbonised , 


148889 


17 -6 - 1977 


Prefabricated panels for bridges . 


TIOS , STOREY ( ENGINEERS ) LIMI 
TED , of 8 Soutlı wharf Road , London 
W2 1PB Tingland , 


148897 


17 - 12 - 1977 


Rotary steel cutting dovice . 


WM . R , STEWART & SONS (HACK - 
LOMAKERS LTD ., Oſ Marine Parade, 
Dundeo DD : 3 . D . Scotland . 


148907 


10 - 5 - 1978 


Foot pumps . 


E . J. PRICE DEVELOPMENTS) LTD . 
of 71 Melchert Road , Birmingham , Fac 
tory , Cantro , Kings Norton Birmingham , 
B 303 3 HL , England . 
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148915 


6 - 1 - 1978 


VOITH GENTRIEBE KG . Alexander 
Strasse 2 , D -7920 , Heidentieim , F . R . G . 


Hydrodynamic torque converter which 
is also employable for braking . 


148924 


25 - 5 - 1978 


BRITISH STEEL CORPORATION , 33 , 
Grosvenor place , London S . W . 1, Eng 
land . 


Method of surfac ng circular section 
of metalmembers and a metalic roll or 
wheel so surfaced . 


148950 


19 - 12 - 1977 


Conveyor belt cleaner bleds mounting 
arrangement, 


MARTIN ENGINEERING COMPANY 
of Routs 34 Neponset, Illinois 61345 , 
U . S . A . 
SUSHIL CHANDRA SRIVASTAVA , 
Qr. No . 91, B . I. T . P . O . Mesra , Dist, 
Ranchi, Bihar (India ) . 


148955 


30 - 6 - 1978 


Pump. 


148962 


6 - 10 - 1978 


A generator blower . 


NIPPON CLEAN ENGINE RESEAR - 
CH INSTITUTE CO . LTD . of 205 - 3 , 
Kilyasue-che, Kanazewa -shi, Ishikawa 
ken , Japan . 


148974 


28 - 9 -1979 


BRAKES INDIA LIMITED , of Padi, 
Madras-600050, Tamil Nadu , India . 


A self-operative device for adjusting the 
brake lining with respect to brake 
drum of a braking system . 


148930 


3 - 1 - 1978 


NADELLA of 133- 137 Boulevard Natio 
nal 92505 , Rueilmalmaison , France . 


Handle bar stecring head set assembly 
for bicycles and the like. 


149019 


21- 8 - 1980 


An improved abrassive grinding wheel 
and a process for manufacturing the same. 


CARBORUNDUM UNIVERSAL LI- 
MITED , of 28 , Rajaji Salai Madras- 
600001, Tamil Nadu , India . 
PALITEX PROJECT- COMPANY 
GMBH of Weesarwsg 8 , 4150 Krefeld , 
West Germany. 


149028 


7 - 10 - 1977 


Two-for-one double twisting machins . 


149033 


10 - 3 - 1978 


A shaft furnace. 


149040 


25- 5 - 1978 


NIPPONS TEEL CORPORATION , No. 
6 - 3 , 2 -chome, Otemachi, Chiyoda-ku , 
Tokyo , Japan. 
ETHICON INC . of Somarvills , New 
Jerassy , U . S . A . 
UNION CARBIDE CORPORATION , 
of 270 Park Avenue , New York , State of 
New York , 10017 , U . S . A . 


A package for multistrand surgical suture . 


149046 


9 - 5 - 1977 


Method and apparatus for making an 
instantaneous thermochemical start . 


149049 


3- 2 - 1978 


SCHUBERT & SALZER MASCHINEN 
FABRIK AKTIENGESELLSCHAFT, 
Friedrich -Ebert- Strasse 84 , 8070 , Ingol 
stadt, West Germany , 


Device for stopping the rotor of an open 
end spinning apparatus . 


149050 


26 - 4 - 1978 


COMBUSTION ENGINEERING INC . 
Prospects Hill Road , Windsor, State of 
Connecticut, U . S . A . 


Furnace having a central combustion 
chamber with a plurality of burners 
adapted to exhaust fuel and air mixture 
tangentially into said . . 
Printers with means for synchronizing 
type carrier. 


149053 


11 - 8 - 1978 


SIEMENS AG , Berlin & Muncih , West 
Germany . 


149098 


17 - 3 - 1979 


AHMEDABAD TEXTILE INDUSTRY S 
RESEARCH ASSOCIATION of p . o . 
Polytechnic , Ahmedabad - 380015 , Gujrat, 
India , 


An improved process for imparting flame 
retardancy to cellulosic fibres fabrics and / 
or thin blende with synthetic fibres . 


149109 


22- 7 - 1977 


A roter assembly for a gas turbine . 


KRAFTWERK UNION AG . 4330 , Mul. 
heim (Rbhr ) Wiesenstr , 35 , Federal Re 
public ofGermany, 


149113 


1 -6 - 1978 


IMTERSTOP AG . of Baarerstrasse 43 , 
6300 Zug/Switzerland . 


Sliding closures arrangement for a dis 
charge passage in the bottom of a casting 
ladle for other containers for molten 
metal. 


149137 


4 - 11 - 1978 


BELOIT CORPORATION , of Beloit, 
Wisconsin 53511 , U .S . A . 


A paper web 
coating same 


processing machine for 


149138 


30 -12 - 1977 


Fluid transfer apparatus. 


FESTO -MASCHINENFABRIK GOT 
TLIEB STOLL , of Ulmer Strasse 48 Es 
slingen , West Germany . 


149139 


25- 1- 1978 


RUEGER SA : Chemin DoMonguyon 9 , 
1023, Crissier Lausanne/ Switzerland . 


Cooking thermometer. 
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149153 


8 - 8 - 1978 


Steam generator . 


KRAFT WERK UNION -AKTEENGE 
SELLSCHAFT, of 433 Mulheim 
Ruhr ) Wicssnster . 35 , F R . G . 


149157 


2 - 9 - 1978 


HANOTA HOLDINGS S . A . 17, ru 
Notre - Dame Luxembaurg , Grzal-ducy of 
Luxembourg 


Building block s : t and method of build 
ing block sots . 


149159 


6 -12 -1977 


E . I. DU PONT DE NEMOURS & CO . 
of Wilmington , Delaware , U .S . A . 


Low enrgy explosive connecting cord 
and cord manufacturing method and 
apparatus . 


149160 


7 - 12 - 1977 


MAC GREGOR INTERNATIONALS. 
A . of St. Jakobs Strasse 9 , 40.12 Basal, 
Switzerland . 


Improvements in or relatiog to a devido 
for opening hatch covers or the like com 
posed of panels . 


149175 


4 -11- 1978 


BELOIT CORPORATION , Of B :lit 
Wicconsin 53511 U . S . , 


Improvem nts in dryer drurms for drying . 


149177 


17 - 8 - 1977 


TELEHOIST LIMITED , Manor Road , 
Cheltenham , England 


Telescopic mechanism and multistage 
hydraulic ram including the same. 


149180 


2 -1 - 1798 


Hydaulic powered rock drill. 


CHICAGO PNEUMATIC TOOL COM - 
PANY , nf East 44th street , New York , 
N . Y . U . S . A . 


149181 


14 - 11 - 1979 


SHROFF PILLAPPA VENKATASUB 
BIAH , of No. 12 Thimmereyassetty Lane, 
Nagarthpat Crose , Bongalors 360002 , 
Marnataka State , India . 


An apparatus for discharging liquid 
a mçasured quantity , 


in 


149189 


13 - 10 - 1978 


Improvein nts in pncuinatic tyres. 


LAWRENCE RUDDLF SPERBERG . 
of El Paso , Texas , U . S . A . 


149198 


10- 10- 1977 


Two for onc twisting machine . 


PAL ! TEX PROJECT-COMPANY 
GMBH of Wocgerweg 8 , 4150 Krefeld , 
West Germany . 


149199 


1 - 11 - 1977 


TEX INNOVATION AB OF P . O . BOX 
5036 , S - 42105 , Vastsa , Frölunds 5 , Swe 
den , 


Method of producing a conditioned 
librous materials with reduced tendency 
to wrinkle due to vaduum packaging ang 
if desired vacuum packing the so obtained 
materials 


147200 


1- 11 - 1977 


A 


TEX INNOCATION AB OF P . O . BOS 
50 16 , S - 42103, Vastra , Frolundz 5 , 
Swedon , 


litus & insthod for packaging or 
wrapping systcms. 


149226 


13 - 9 - 1978 


COMPUSTION ENGINEERING INC . 
of 1000 Prospect Hill Road , Windsor, 
Connecticut, U . S . A . 


Improvements in gato valvos for use in 
largo size ducts having an obstruction 
such as an inner pipo oxtonding thcrc 
through . 


149236 


16 -6 -1930 


BRAKES INDIA LIMITED , of Parli, 
Madras-600 050 , India . 


Animrövad cam brake . 


149253 


24 -8 - 1978 


THE AIR PREHEATER CO . INC . A rutory cogenerative heat exchango 
Andover Road , Welks ville , New York , apparatus , 
U . S . A . 


149290 


9 - 7 - 1980 


CEMINDIA COMPANY LTD , Ştell - Pile and linear assembly proccss for the 
Crcte Houşc , Dinshaw Vachha Road , minufactuo thero of and mothod of 
Bombay - 100 020 , Maharashtra , India . piling employing such assembly . 


149291 


5-7- 1979 


Do . 


A servo booster assembly for a vehicle 
braking systom . 


149295 


5 - 7 - 1979 


A servo booster for a vehicle braking 
system . 


149296 


5 -7 - 1979 


A scryo booster assembly . 


149297 


5 - 7- 1979 


A servo booster for a vehicle 
system . 


braking 


149298 


5-11- 1980 


Improved method of piling with precast 
piles and piles constructed by the said 
method . 
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149302 


23-6 - 1977 


TERSA S . A . of Ruc Bugnon 38 , 1020 
Renons, Switzerland . 


Micromotor hcad for internal moasure 
incnt instrument , 


149306 


11 - 1 - 1978 


DURAMETALLIC CORPORATION , 
2104 , Factory Street, Kalamaz vo . Michi 
gan , U , S , A , 


Improvemonts in a bypass flush system 
for a mechanical scal Assombly , 


149307 


12 -4- 1978 


ESMIL B . V . of Stations street 48 , 
Amorsfoort, The Netherlands . 


Heat exchanger . 


149325 


28 - 5 -1977 


DUNLOP LIMITED , of Dunlop House , 
Ryder Street, St. James s London Swl, 
England . 


Improvements to tyro and whool rim 
asgeblics. 


149328 


12 -8 - 1977 


Apparatus for refining 


molton metal. 


UNION CARBIDE CORPORATION , 
270 , Park avenue, New York , Stato of 
New York , 10017 , U . S . A . 


149332 


16 - 2 - 1978 


GELENKWELLENBAU GMBH , 
Westondh - - 7 -9 , 4300 Essen 1. F , R . G . 


A bcaring system for a universal joint. 


149356 


7 - 2 - 1978 


KEEIN SCHANZUN & BECKER AG , 

Postfach 225 , Johann - klein Strasse 9 , 
D -6710 , Frankenthal ( Pfalz ), F . R , G , 


Slidablo soaling rings for shaft of fluid 
pumps subjoot to thermal shocks . 


149382 


22-8 - 1980 


VELLAIAPPAN VELAYUDAM THA - 
NGA THIRUPATHY of No . 13 . Sa - 
dasya Pillai Lanc , Chintadripot,Madras 
600 002 , Tamil Nadu , India , 


A safety device for use in air or 
crafts . 


PAC 


149385 


8 - 3 - 1978 


MAC GREGOR INTERNATIONAL 
S . A . 7 , Jakobstrasse , Basic , Switzorland . 


Covor arrangement for a storage con 
tainer 0 . g . ships , hatches, railwagons 
and the like, 


149294 


8 -2 - 1980 


A ychicle disc brake assembly . 


LUCAS INDUSTRIES LIMITED , of 
Great King Stroet, Birmingham 19 , 
England . 


71. 


, 


149395 


19 - 2 - 1980 


An improved torquc mctor . 


PILLAPALAYAM N . MURALIDHA - 
RAN & ETC F - 1 , " Faith Apollo , 
Avenue , Bugunt Nagar , Madri5-600090 , 
Tainil Nadu , India . 


149396 


17- 2 - 1978 


CUMBUSTION ENGINEERING INC . 
of Prospect Hill Road , Windsor, Statc 
of Connecticut, U . S . A . 


An apparatus for the burning of a pul 
verizd coal. 


149398 


1 -6 - 1978 


STOPING AKTIENGESÆLISHAFTA 
of Balropstrassc 43 , 6300 Zug/ Switzer - 
land . 


sliding gate arrangemont for thc tap 
holc of a metallurgica ) vossol or furnace . 


149399 


2-6- 1978 


COMBUSTION ENGINEERING INC. 
1000, Prospect Hill Road , Windsor, 
Connocticut U . S . A . 


A coal gasifier and a mothod of obtain 
ing enriched heating gas therefrom . 


142410 


9 - 3 . 1978 


COUNCIL OF SCIENTIFIC & INDUS 
TRIAL RESEARCH , Rati Marg , Now 
Delhi-1 , India . 


Accompact device for the simultaneously 
masuring th settlopont characteristic 
of building & liko civil engincoring 
structures. 


- - 


- 


- 


- 


- 


- 


- - 


COMMERCIAL WORKING OF PATENTED INVENTIONS 


MECH . ENGG . LIST XIV 


The following Patents in the field of Mechanical und Goneral Engineering Industry are not being 
commorcially worked in India , as admitted by the Patunteos in the statements filed by them under 
section 146 ( 2 ) of Patents Act, 1970 in respect of calander year 1983 gerorally on account of want 
of requests for licencog to work tho Patented inventions . Persons who are interested to work 

the said Patents commercially may contact the Patentees for the grant of a licence for the purpose . 
Patent No. Date of Patent 

Namo of thc Patentces 

Title of the invention 


Si. 
No . 


- - 


- 


149418 


11 - 10 - 1977 


SEALED POWER CORPORATION 
2001, Sanford Street, Muskegon , Michi- 
gan 49443 , U . S . A . 


A slip latch in combination with a 
circular spacer- expander for use in a 
piston oil control ring . 


149419 


Do. 


Do 


11- 10 - 1977 
11 -10 - 1977 


149420 


Do. 

-- - 


A parted circular spacing expander for 
use in a piston oil control ring. 


- 


- - - - 


- 


--- - - -- 
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149423 


19 - 1 - 1978 


Ship Hull 


STOCZNIA SZCZECINSKAIM ADO . 
LFA WRSKIEGO of ul. Hulonia 1, 
Szczecin , Poland 


149424 


21- 3 - 1978 


COMBUSTION ENGINEERING CYC . 
1000 Prusnect Hill Road , Windsor, Coul 
necticut , U . S . A . 


A furnace system for firing pulverized 
coalin a system generator. . 


149425 


25 -5- 1978 


AKTIENGESELESCHAFT KUHNII 
KOPP & KAUSCH of Friedrich Fberi 
Str 16 . 6710 , Frankelthal/Pfalz, F . R . G . 


Gas turbine particularly exhaust 
super turbo charger . 


gas 


149427 


18 - 1 -1980 


LUCAS INDUSTRIES LIMITED , Great 
King Street, Birmingham 19 , England . 


Improvements relating to twin - pin slid 
ing caliper disc brakes . 


149446 


24 - 6 - 1978 


WONTER MAURITZ , of D - 5461 Kaler.- 
born bei Linz /Rhein , West , Germany. 


Forehearth with weir 


149461 


17 - 1 - 1978 


PATPAN INC c / o ICAZA . GONZA - 
LEZ RUIZ & ALEMAN CALLE , Aqui- 
lino De la Cuardia No. 8 , Panama city , 
Penama. 


Apparatus for drying flat articles of 
porous material under vacuum . 


149462 


9 -6 - 1978 


MESSIER -HISPANO -BUGATTI of 5 rue Wing mounted retractable aircraft under 
Louis Lejeune, 92120 Montrouge , France carriage . 


149471 


17-5 -1978 


PAUL OPPRECHI, of in fünteret. Let 
nold 896 .2 , Bergdistikon /Switzerland 


Tiansferr installat. ( n for can todies for 
a fully automated resistance welding 
niachine . 


149493 


8 - 3 - 1979 


Paper surgical tape. 


JOHNSON & JOHNSON , 5 : 1 , George 
Street, New Brunswick , New Jersey, 
U . S . A . 


149506 


19- 5 - 1978 


Iniprovements in or relating to pressure 
cookers incorporating relief valve assem . 
blies . 


149509 


14 - 3 -1978 


THE PRESTIGE GROUP LIMITED , 
of Prestige House , 14 - 18 Holborn Londoni 
EC IN 2LQ , England 
DYCKERHOFF & WIDMANN AG , 
Erdinger Landstrasse , 1, 8000 , Munchen 
81,- F RG 
MAHLE GMBH , 26 - 5 , Pragstrasse 
Stuttgart, Germany (West) 


Device foi simultaneously stressing a 
number of tension elements . 


149513 


2 - 11- 1978 


Piston for internal combustion engine 
having a piston body consisting of light 
metal and a crown plate . 


149548 


3 - 11 - 1978 


GEORGE FISCHER AG 
schaff hausen (Switzerland ) 


CH -8201, 


Blade mounting structure for cer trifugal 
wheel. 


149554 


3 - 4 - 1978 


SCIAKY BROTHERS INC 4915 West , 
67th Street, Chicago , Illinois 60638 , 
U . S . A . 


A method of constructing rotory drill 
bits . 


149556 


1 -6 - 1978 


· 149565 


3 - 4 - 1978 


PODERWERK GEBR BENTELER , of A controliatie teeming valve for dasting 
4794 Schloss , Neuhaus /Kreis , Paderborn ladles . 
(German Federal Republic ) 
SCIAKY BROTHERS INC. 4915 West, An apparatus for manufacturing rotory 
67th Street , Chicago Illinois 6005 , U S . A . drill . 
AHMEDABAD ŽIVILE INDUSIRY S Improved slub catcher . 
RESEARCH P O Polytechnic , Ahme 
dabad , 15 , Gujarzt . Imia . 


149571 


4 -9 -1980 


149578 


6 -7- 1978 


Tirs Building machine 


NRM LOYAR 

DI 3. 60 Wil 
ciurist Rod PO 30X1335 , Akron , Ohio 
44312 , U . S . A . 


149579 


5-9-1979 


COL NCIL OISA (EN ! | 1C & INDUS 
TRIAL RESEARCH , kafi Marg, New 
Delhi- 1 , India . 


Ali improved electrolytic process for the 
preparation of grained aluminium plates 
for lithographic printing . 


149581 


9-11- 1978 


SIEMENS AKTIENGEESLLSCHAFT 
Berlin & Munich , West Germany . 


Axial fan 


149597 


16 -5 - 1978 


HASLEF . AG , Bolpstrasse 23, 3000 EJLN 
4 , Switzerland . 


Device for electromechanic: ljy rosit con 
ing a unilaterally pivoted lever arm 
in three different stable positions. 


149598 


17 - 5 - 1978 


WESTINGHOUSE ELECTRIC COR 
PORATION of Westinghouse building 
Gateway centre , Mitsuorgh , Pennsylvania 
15222 , U . S . A . 


Extrudable oil -permeated lubricant wick 
ingmaterialand method of making ssame. 
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149606 


26 - 12 - 1977 


BRITISH AEROSPACE PUBLIC CO . 
100 Pall, London , England 


An arrangement used in take - off flight 
dock for an aircraft. 


149627 


30 - 3 -1978 


149638 


11- 12 - 1979 


NRM CORPORATION , of 3200 Gil Tite component transfer . 
christ road ,PO BOX 0338 , Akron ,Ohio 
44312, U . S . A . 
LUCAS INDUSTRIES LTD ., Great A railway disc brake assembly . 
king street, Birmingham 19 , England 
GELENKWELLENBAU GMBH WES - Means for precise alignment of a weld 
TENDH , 7 - 9 , 4300 Easson 1 , F . R . G . 

ing device . 


149653 


28 - 7 - 1978 


149665 


5 -10 - 1978 


DR . C . OTTO & COMP. GMBH , of 
Bochum , West Gormany . 


Wost Germany. 


149669 


25 - 1- 1979 


Tensioning device for tension elements 
on metallurgical containers especially on 
interchangeable converters . 


DEMAG AKTIENGESELJSCHAFT , 
of Wolfg218, ruuter - Platz , D -4100 , uis 
burg , F . R . G . 
BELOIT CORPORATION , Beloit, Wis 
consin , U . S . A . 


149674 


7 -6 - 1979 


An improved Force Feed lubrication 
System for doctor bearing for Doctor 
blades. 


149676 


15 - 3 - 1978 


ALUMINIUM PFCHINEY , 28, rue do 
Bonnel, 69003, Lyon . France . 


A pneumatic conveying apparatus for 
conveying pulverulent material. 


149677 


13 -2 - 1978 


EXPLOSAIF , S . A . 11, Rue d Italio 
1211 , Geneva 3 , Svtizerland . 


Machine for expanding metal webs. 


. 


149683 


25 - 1 - 1979 


Tiro loader . 


NRM CORPORATION , 3200 , Gilchrist 
Road , P . O . BOX 6338 , Akron, Ohio 
44512 , U . S . A . 


149685 


6 -4 -1979 


C . P . . . INTERNATIONAL INC Inter - 
national Plaza , Englewood cliffs , Now 
Jersey 07632, U . S . A . 


Combined dry -wet milling procoss for 
refining wheat. 


149700 


3 - 5- 1978 


VALMET OY , Punanotkonkatu 2 , 00130 
TIelsinki J3 , Finland . 


Means for loading and or unloading of 
dry goods carrying vessels in a cargo 
handling systen . 


149715 


20 -8 - 1975 


USS ENGINEERS & CONSULTANTS 
of 600 Grant Street, Pittsburgh , State of 
Pennsylvania , U . S .A . 


Method and apparatus for locating 
improperly positioned or bentrolls . 


149719 


20 - 3- 1978 


TIDELANI SIGNAL CORPORATION 
P . O . BOX 52430 , Houston Texas 77052 , 
U .S . A . 


Enclosure for solar cell panel and solar 
coll panel including the enclosure . 


149722 


12 -7 - 1978 


VOEST -ALPINE AKTIENGESELLS 
CHATT , A - 1011 , Vienna , Friedrich - 
strasse 4 , Austria . 


Device for sealing the gap hetween com 
ponent parts rotatablo relativo to each 
other . 


149724 


18 -12 -1978 


UNITED TECHNOLOMIES CORPO 
RATION I , Finland Plaza , Plaza , Hart - 
ford , Connecticut , 06101, U . S . A . 


A rotor blade Assembly and specifically 
turbine whool assembly . 


149740 


16 -2 - 1979 


Skirt board installation for conveyors . 


MARTIN ENGINEERING CO , U . S . 
Route 34 Neponset, llinois 61345, 
U . S . A . 


149749 


7 -12- 1977 


SAINT GOBAIN INDUSTRIES , Boule 
vard Victor-Hugo , Neuilly -Sun - Seine , 
France. 


Process and apparatus for the manufac 
ture of fibrog from attenuable materials . 


149757 


4 -11- 1978 


BELOIT CORPORATION ,Blevit , Wis- 
sonsin 53511 , U .S . A . 


Paper making machine press section . 


149758 


19 - 2- 1979 


Layered absorbent structure , 


JOHNSON & JOHNSON , of 501 George 
Stroet , Now Brunswich , Now Jersoy , 
U . S . A . 


149759 


19-2 -1979 


JOHNSON & JOHNSON , of 501 George 
Streot , New Brunswick , New Jersey, U 
S . A . 


A sanitary napkin disposable diaper 
and catamential lampon having a Coc 
of absorbent product. 


149786 


24- 5- 1976 


CLUPAK IN CORPORATED , of 530 
Fifth Avenue , New York , State of New 
York 10036 , U . S . A . 


Nip roll for treating web material and 
method of manufacturing tho sarro. 
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149787 


7 - 8 - 1978 


A portable power reaper . 


YAMADA MACHINERY INDUS- 
TRIAL CO LTD 5 - 1 , Ashihara , dori , 
Hyogo - ku , kabo, Japan , 
AHMEDABAD TEXTILE INDUSTRY S 
RESEARCH ASSOCIATION of PO 
Polytechnic , Ahmedabad - 380015 , Gujarat 
India . 


149794 


4 - 9 - 1980 


An improved side-lever underrick 
mechanism for use in wearing looms. 


149798 


29 - 10 - 1979 


LUCAS INDUSTRIES LIMITED 
Grout king street, Birmingham 19, Eng - 
land , 


Brako actuating assembly for a vehicle 
braking system . 


149810 


14 - 3 - 1978 


WEATHERFOPR LAMB INC 17, 
Briar Hollow , Suito 200 , Houston , Texas 
77027 , U S . A . 


An apparatus for making up a threaded 
connection , 


149812 


22 - 4 - 1978 


A twist dotecting device for use in a 
detwisting apparatus. 


MITRU KURODA , 16 , Momoyame, 
Mizuno Sakon , Higashimachi, Fushimi- 
ku , Kyoto , Japan . 
PERSONAL PRODUCTS COMPANY , 
Mill town , New Jersey , U . S . A . 


149816 


4 -9 - 1978 


A method of producing a soft comfort 
ablc contamcnialtampon sealed in liquid 
impermeable container or enynelope . 


149834 


19 - 9 - 1979 


A disa brake assembly . 


LUCAS INDUSTRIES LIMITED , of 
Great King Street , Birmingham 19 , 
England , 


149835 


9-1- 1980 


LUCAS INDUSTRIES LIMITED 
Great king Street, Birmingham 19 , Eng 
land . 


A friotion pad assembly for rail vehicle 
brakos. 


149858 


16 - 11- 1978 


Coal fired furnaco . 


Combustion Engineering INC . 1000 , 
Prospect Hil Road , Windsor , Concocti 
cut, U .S . A . 


149881 


27 - 12 - 1978 


Do . 


Method of forming holes in metal part 
and extruding nipples therein . 


149898 


11- 12 - 1979 


A disc brakes in rail vehicles. 


LUCAS INDUSTRIES LIMITED 
Grcat king Strect, Birmingham 19 , 
England . 
BELOIT CORPORATION , Beloit ,Wis 
consin 53511, U .S .A . 


149921 


4-11- 1978 


Improvemonts in winders for winding a 
roll from a continuous travolling wob & 
moro particularly to paper web -windors. 
Multiway valve used in pacumatia 
control systems. 


149926 


12-5- 1978 


FESTO -MASCHINENFABRIK GOT 
TLIEB STOLL , Ulmerstrasso 48 , Esslin 
gon A . N . WestGermany. 
GEORG FISCHER AG . Schaffhusen , 
Switzorland , 


149930 


23- 11 - 1978 


Molt processing apparatus with tittable 

molt receptacle . 


149950 


4 -11 - 1978 


BELOIT CORPORATION Belait, 
winconsin 53511 , U .S . A . 


A winder for winding & continuous 
travelling web of sheet materia . I paper 
web on to a core . 


149954 


4-5 - 1978 


A gram oriented electromagnetic steel 
sheet. 


NIPPON STEELCORPORATION , NO . 
6 - 3, 2 -yhomo, Ohtemachi, Chicoda -ku , 
Tokyo , Japan , 
AIKOH CO . LTD ., 1- 39 , Ikenhata . 2 - 
Chome, Taito -ku , Tokyo , Japan , 


149936 


27- 7 - 1979 


Lance pipe for refining molton metal. 


149960 


27 - 3 - 1978 


Improvement in and relating to a belt 
conveyor arrangemonts . 


149962 


12 -10 - 1978 


CABLE BELT LTD , 3 , Glonfolas Street, 
Edinburgh, EG 3 YY , Scotland . 
THOMASJOHN KERRNEY , 34, Droit 
with Road , Worecestor , WR 37 LH , 
England , 


Paint spray baoth instalation with water 
wash . 


149965 


4 - 9 - 1979 


MITSUI TOATSO CHEMICALS INC . 
AND TOYO ENGINEERING CORPN . 
Both ofNo, 2 -5 , kasumigaseki, 3 -chome, 
chiyoda - ku , Tokyo , Japan . 


D : vice for scrapping off d posits from 
internal surfaces of elongated tubos. 


149966 


20 - 8 - 1979 


Sieving roller egnveyor for green pollets . 


METALLGESELL CHAFT AG . 16 , 

Frankfurt A . M . Routerweg, West Ger 
many . 
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149968 


22 -3- 1980 


A self cnergising diso brake , 


LUCAS INDUSTRIES LIMITED , 
Groat king Street, Birmingham19 , 
England , 
BURROUGHS CORPORATION . Bur 
roukhs Place , Detroit, Micghigan 48232 , 
U . S . A . 


149994 


10 - 11 - 1978 


A business equipmçnt mcabino having 
a number of sub -components adapted for 
separate mounting within this machine . 


150004 


150004 


12 -9 - 1979 


Molding machine . 


SINTOKOGIO LIMITED , Toyota 
Bldg. 7 - 23 , Meick1- 4 - ehome , Nakamura 
ku - Nagoya , Japan , 


72. 


150025 


25- 7 - 1979 


Do, 


Molding apparatus. 
Master Cylinder and resoryoir assombisie . 


150046 


11 -12 - 1979 


LUCAS INDUSTRIES LIMITED , 
Groat king Strret, Birmingham 19 , 

England , 
WONTER MAURITZ , D -5461 Kalen 
born boi Linz /Rhein , West Gormany , 


150081 


24 6 - 1980 


Runner gate for casting molten materies , 


MECH . & GEN . ENGG . 


COMMERCIAL WORKING OF PATENTED INVENTIONS 


The following Patents in the field of Mechanical Engineering Industry aro not being commercially 
worked in India as admitted by tho Putentecs in the statomonts filed by them under section 146 ( 2 ) 
of the Patents Act, 1970 in respoct of Calendar year 1983 genorally on an account for licences 
to work of want of roquests , tho said Patents commercially may contact the Patontees for the 
grant of a loanco for the purposc . 


Patent No. 


Date of Patent 


Nume & Address of the Patentee 


Title of the Invention 


n 


_ 2 


_ 


3 


150082 


28 -6 -1978 


GENERAL ELECTRIC COMPANY , 1 , 
River Road , Schenectady 5 , New York , 
U . S . A . 


Arnular metal cutting dio of itanumi 
coated tool steel and method of cutting 
metal rods . 


150083 


11 - 7 - 1978 


Watchcs. cage. 


HANS ULRICH KLINGEBERG , 
3274 St. Niclaus beiMorzligen Canton of 
Berno, Switzerland . 


150104 


13- 10 - 1978 


THE BRITISH UNITED SHOE , 
MACHIMERY COMPANY LTD , Union 
Works, Balgrave Road in the city of 
Leicester , England . 


Improvements in or relating to mothods 
and apparatus for production of stif 
fened shoc upper . 


150110 


22 -8 - 1979 


Method of and apparatus for molding a 
drag mnid part . 


SINTOKOGIO LTD ., Toyota Bldg., 7 
23, Mejeki 4 - chome, Nakamura -ku , 
Nagoya , Japan . 
KRAFTWERK UNION AG . 4330 
Mulheim (Ruhr ) Wiesenstr. 35 . West 
Germany . 


150116 


7 -6 - 1978 


Dandying arrangement for turbo machino 
rotors . 


150144 


4 -5 - 1978 


KAMYR AG . Verkstadsgaton 10 . 5 -65, 
Karlstad , Sweden 


A centrifugal pump apparatus for puinp 
ing ibre suspension , 


150150 


9 -8 - 1978 


WINFRIED JEAN WERDING , 77 , av, 
du . General Guidson , 1009 - Scitzerland . 


Spray nozzlo for nispensing liquids. 


190156 


8 -3.1979 


TORAY SILICONE COMPANY LTD ., 
Nihonbashi-Muomůchi 2 - chome chvo 
ku , Tokyo, Japan . 


A mistura imm able package for 
room temperature curing anc part 908 
lants , 


150157 


21-3 -1980 


CUMBUSTION ENGINEERING INC 
1000 , Prospect Hill Road , Windsor, Con 
nocticut, U . S . A . 


Combination of a fluidized bed reactor 
including a grid plato and mcans for 
introducing particulate mattes on the 
upper surface of tho grid plate , 


150169 


16 - 11 - 1978 


TESA SA . Ruo, Bugnon 38 -1020 ,Rchens, 
Switzorland , 


Dial measurement guages . 


150176 


18 . 11-1980 


A power propelling attachment for a 
vehicle . 


ANIL ANANTHKRISHNA . C / O A . K . 
ANANTHHKRISHNA , 14 Alexander, 
Stroot, Richmond Town , Bangalore 
560025, Karnataka, India . 
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150178 


9 .1- 1980 


LUCAS INDUSTRIES LIMITED ,Great 
King Street, Birmingham 19 , England . 


Control valve assembly . 


150192 


10 - 11 - 1978 


LODGE-COTTRELL LIMITED ,Goorgo 
stroet Parade , Birmingham B3 100 , 
England . 


Improvemonts id or relating to fume 
containment. 


150201 


15-2- 1980 


Water level indicator . 


SUDHIR KUMAR DHAR , La Villa 
Rouge , J . C . Mallick Road , P . O . Dhan 
bad , Bihar , India , 


150211 


26 - 8 - 1978 


ALLWARE AGENCIES LIMITED , 
C /o . Whinpoy Marray & Co . 57 , Chigwe] 
Strcet, London EC 1Y 4 SY England . 


Clutch mochanism and fans comprising 
the game. 


150217 


13-6 - 1978 


Drive pinion assembly , 


150224 


5- 10 - 1978 


SOCIETE DE PARIS ET DU RHONE, 
36 , Avenue , Jean Mermaz, 69008 , Lyon , 
Franco . 
NORTON COMPANY, 1, Now Bond 
Stroot, Worcester, Stato ofMassachusetts , 
U . S . A . 
MOBIL TYCO SOLAR EWERGY COR - 
PORATION , 16 , Hickory Drive Watham 
Massachusetts , U .S . A . 


A tupped packing element for use in gus! 
liquid contact. 


150245 


3 - 11- 1978 


Manufacture of solar cells . 


150255 


19 -7 - 1979 


MRS .NANDININIRANJAN TORAS - A casing for carrying holmcts and the 
KAR , Flat No . D - Arsenol Flats, Poona - like Articles on two whceled vehicles . 
411001, State of Maharashtra , India , 


150265 


28 -11 - 1979 


Brako actuator , 


GIRLING LIMITED , Kings Road , 
Tysoley , Birmingham 11, England , 


1 $0293 


17-6 - 1978 


SCHUBERT & SALZER MASCHINEN 
FABRIK AG . Friedrich - Ebert -Strasse 84 , 
7008 Ingolstadt, West Germany, 


Method and apparatus for producing 
thread in apen -end spinning apparatus. 


150297 


4 - 10 - 1978 


EDUARD KUSTERS , Gustay-Fundors 
Wag 18 , 4150 Krefold , F .R .G . 


Improvemonts in and relating to a rollor 
for the pressure troatmont of a web 
material 


150298 


20 -2 - 1979 


COMBUSTION ENGINEERING INC . 
1000 , Prospect Hill Road , Windsor Con 
nocticut , U . S . A . 


A fluidized bed boilor with moans for 
delivering fluidizing air to tho bod of the 
bollor . 


150330 


29- 1 - 1979 


A device for supplying flux to a submorged 
welding aro . 


150339 


21-11- 1978 


Method of smelling zinc in a blast furnaco . 


COMBUSTION ENGINEERING INC . 
1000 , Prospcot Hill, Road , Windsor, 
Connocticut, U . S . A . 
I. $. C . SMELTING LIMITED , 6 St. 
James s Square London SW 1Y , 4 LD , 
England . 
GIRLING LIMITED , Kings Road . 
Tyseloy, Birmingham , 11, England. 
LUCAS INDUSTRIES LTD ., Great 
king Street, Birmingham 19 , England . 


150345 


6 -12- 1978 


Improvements in disc brakog for vohicle . . 


150356 


17 - 11 - 1979 


Soryo boosters for vehicle 
systcmg. 


braking 


150358 


5- 3 - 1980 
9 -8 - 1978 


150363 


Do. 
B . I. DU PONT DE WEMOURS & CO . 
Wilmington , Delowaro U .S . A . 


A brake friction pad or shoc assombly . 
A mothod of anchoring or fixing a rein 
forcingmember in a halo and 4 compart 
mental package groutingsystem for uso 
therein , 


150393 


18 -10 . 1978 


LE COMMISSARIAT ALEERRGIE 
ATOMIQUE , 31- 33, Ruo caumar tin , 
Pans, France , 


Process for producing a composite ele 
ment comprising sheot members secured 
to & support and such Composito cleinent, 


150402 


29 -12 - 1978 


SOCIETE NATIONALE DES POU 
DERES ET EXPLOSIVES, 12 , Qual 
Henri IV , 75181 , Paris , cedex 04, France , 


A devido for receiving or holding a pro 
pellant powder 


150105 


18 - 3- 1980 


ASHOK LEYLAND LIMITED , Ennorc , 
Madras 600057 , Tamil Nadu . 


An automotive vehicle body assembly . 


150212 


7 - 12 - 1978 


HARDIGG INDUSTRIES INC . South Apparatus and process for improvoing 
Dearfield , State of Massachusotts , U . S . A . a hcat-welded junction formed between 

two thormoplastio materials . 
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150423 


12 - 1 - 1981 


A self propelled dovice for multiplying 
unit and for harvesting floating typo 
acquatic weeds . 


150454 


21- 2 -1980 


DR , JOSE SAMUEL ETC . Hoad of the 
Dopartment of Agricultural Engineoring, 
College of Agricultury , Vellayani, 695522 , 
Kerala Stato, India . 
KIRLOSKAR OIL ENGINES , LAX 
MANRAO KIRLOSKAR ROAD , 
KHADKI, Puno, 411003. 
LUCAS INDUSTRIES LTD , Great 
king Street, Birmingham 19 , England , 


An improved inlet manifold for vsc in 
vampression ignition internal com 
bustion engine operating on bifuel, 


150461 


8 - 2 - 1980 


A friction lining wear indicator for shoo 
drun brake. 


150475 


10 - 11 - 1978 


CABLE BELT LTD , 3 Glenfinlass Stroot, 
Edinburgh , EG , 3 6YY, Scotland , 


A method of joining two ropo lengths 
together by sylioing and spliocd ropo 
lengthy . 


150494 


5 - 8 - 1978 


Logprovemcats in or relating to rogulatori 
far gas cylinders . 


SMABHAJI KAILASCHAND KHAN 
DEKAR , 47 Hide Roud , City of Calcutta , 
State ofWest Bengal, INDIA . 
GIRLING LIMITED , Kings Road , 
Tyscloy , Birmingham 11, England . 


150531 


19 - 3 - 1979 


Improvements in disa brakes for railway 
vohiolos , 


150532 


26 - 3- 1979 


A clutch release bearing assembly . 


FEDERAL -MOGUL CORPORATION 
26555, Northwoster Highway , South 
licld , Michigan , U .C .A . 
WESTINGHOUSE ELECTRIC COR 
PORATION , Westinghouse Bidg, Gate - 
way conter, Pittsburgh , Pennsylvania , 
U . S . A . 


150562 


22-7-1978 


Apparatus for the detection of stagnat 
particles . 


150567 


26- 12 - 1978 


Solid impurity dotector, 


TELEDYNE INDUSTRIES INC . 1901, 
Avonus of the Stars Los Angles, Califor 
nia , U . S . A . 


150624 


5 -8 - 1978 


SAMBHAJI KAIL 1SHCHANDRA 
KHANDEKAR 47 , Hide Road, City of 
Calcutta , State of West Bcngal, India , 


A driving inecha ism for a pedai opora . ed 
Cycle Rickshaw . 


150635 


9 - 1 - 1980 


Vehicle load s nsing Arrangement, 


150636 


5 - 3 - 1980 


150638 


11 -6 1980 


LUCAS INDUSTRIES LIMITED , 
Great King Street, Birmingham 19 , Eng 
land . 

Do. 

Do . 
STRIKE ENGINEERING CO . LTD . 
Na. 1, 19 . 10 , Vcno , Tailo -ku , Tokyo , 
Japan , 
NATIONAL DAIRY DEVELOPMENT 
BOARD . Kira F 103 , Anand , State of 
Gujarat, Indiit. 


Drum brake adjustor, 

Master cyclind rassembly . 
Automatic control apparatus for a grain 
separator . 


150662 


11 - 4 - 1979 


150670 


26 -12-1979 


Improvements in or rolating to an appa 
ritus for dispcusing incasured qualities 
of liquids such its milk beverages :2nd 
other liquids, 


150673 


7 - 7 - 1980 


LUCAS INDUSTRIES LTD , Grvat 
king Strcut, Birmingt am 19 , England . 


A piston asseml. ly for hydroulic mister 
Cycliod r. 


150679 


21- 1 - 1979 


Device for use in tightening nuts . 


Hydra -Tiglit Ltd ., Gilat Britain of Arglla 
Ilouso Bentloy mill loso , Walsall, West 
Midlands WS 2 , CB 1, England , 


150694 


23-5 - 1979 


Apparatus for cooling 
products . 


rolled 


metal 


ARBED S . A . Avenu , de la Liberate , B . 
P , 1802, Luxemburg Grand Duchy do 
Luxemburg ) 
SOCIETE DITE , L , Point Du Jour 
44600 , Saint, Nazaire France . 


150709 


14 -5 - 1979 


Air -transportably highly autonomous 
cross-country nicural vehicle . 


150745 


150745 


19 - 2 - 1979 


ESMIL B . V , Statior s straat 48, Amers. 
foort, The Netherlands. 


Apparatus for performing priysical and / 
of chemical process involving atleist 
one liquid e. y . it heat exchanger. 


54 . 


150748 


2 - 5 - 1979 


BELOIT CORPORATION , Wisconsin , 
U . S . A . 53511 . 


Apparatus for lecting a puran y Ur 
ribbons particul. urly frow a slit parco 
unto a scel spool . 
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150758 


30 -6 - 1978 


Rolling machinc . 


HILLE ENGINEERING CO . LTD . 
Neopsoud Lane, Shoffield 53 , 8 DL , 
England . 
SAINT-GOBAIN INDUSTRIES 62 , 
Boulevard , Victor Hugo , Neuilly -Sur 
Seine, Franco . 


150759 


17 -8 - 1978 


Apparatus for heat treating a fibrous mat . 


150779 


21-5 - 1980 


LUCAS INDUSTRIES LIMITED 
Great king street, Birmingham 19 , Eng - 
land , 


Automatically adjustablo shoe drum 
brake. 


150815 


. 16 - 1 - 1979 


LETTERA ARABICA S . a .r . 1 . lm - 
meuble Sohat , Route Internationals de 
Demas -Hazmich - Liban , B . P . 11, 2706 , 
Beirut, Lebanon. 


Apparatus for the composition of texts 
in arabic characters, 


150821 


7 -2 - 1979 


ROLAND CARL ZINN , P , O , Box 463, 
Tesuque, New Moxico 87574 , U . S . A . 


Bolt and nut assembling for securing 
first and second members together to 
provont dismantling by vandels. 


150822 


9 - 2 - 1979 


GIRLING LIMITED , Kings Road , 
Tyseley, Birmingham 11 , England , 


lmprovements in fluidpressence operarled 
brakes for vehiclos , 


150829 


4 - 4 - 1979 


G . B . Societa per Agioni, Via Pomponia , 
10 Bologna , Italy . 


Devico for forming and transferring 
batchos of products in automatic wrap 
ping machinos . 


150889 


1-9 - 1978 


RHEINMETALL GMBH , 4, Dusseldorf, 
Ulmonstrasso 125 , West Germany. 


Sub - catibro arrow -shaped missile having 
a drag-stabilising rear part. 


150973 


25- 3 - 1981 


INDIA PISTONS LIMITED , Huzur 
Gardens , Sembian, Madras : 600002 , 
India . 


A method of manufacturing compression 
rings and compression rings manufactured 
thereby 


150986 


13 -6 - 1979 


VIRGIL STARK , 936 Fifth Avenue New 
York 10021, U . S . A . 


Solar distillation apparatus . 


150991 


15 -7 -1980 


Winding machine . 


HITACHI LIMITED , 5 -1 , Marunouchi 
1 - chomo, Chiyoda -ku , Tokyo , Japan . 


151081 


19 - 10 - 1978 


USM CORPORATION , 426 , colt High 
way, Farmington , Connecticut, U .S . A . 


Machine for processing viscous plastic 
and polymeric matcrials . 


151104 


1- 8 - 1930 


RAVINDER SINGH , Y - 77 , Havz khax, 
New Delhi, 110016 , India . 


Improved storage container for liquifiod 
gas. 


151130 


15-3 -1979 


ENVIROTECH CORPORATION 669, 
West Second south Salt Lake city , Utah , 
USA . 


In a rotary vacuum filter improved 
means for cffccting wasting of the 
filter cloth . 


51216 


22-2 -1979 


AKTIESELSKABET NORDISKE 
KABEL OG TRAADFABRIKER LH 
Cours Voj 7, DK -2000 , Openhagen F , 
Denmark . 


Machine for forming a hoad on a shank 
such as a nail or a scrow , 


. 


-- - -- - - --- 


- 


- 


- - . 


- - - 


- 


-- -- 


- - 


CESSATION OF PATENTS 


145002 146124 150239 150594 153687. 


REGISTRATION OF DESIGNS 


RENEWAL FEES PAID 
136849 137701 138082 138192 138202 138343 138797 139293 
139381 139544 139720 139736 140038 140103 140187 140197 
140412 140413 140491 140492 140912 141259 141316 141361 
141408 141514 141631 141815 141864 142096 142715 143162 
143265 143522 143534 143551 143588 143724 143768 143973 
144137 144181 144949 145058 145239 145275 145353 145688 
145689 145721 145792 146017 146216 146675 146699 146770 
146900 146903 147017 147083 147164 147219 147243 147304 
147307 147370). 147510 147540 147562 147657 147683 147694 
147695 147735 147746 147937 148029 148054 . 148072 148180 
148298 148371 148408 148443 148474 148632 1486, 77 148678 
148679 148763 148806. 148911 148995 149164 149 , 78 149301 
149480 149503 1.49572 149600 144625 149631 149645 149658 
149670 149832 149835 130134 1.50178 150182 150260 150401 
150420 150489 150524 150635 150834 150818 150529 150933 
151066 151150 151222 151258 151310 151322 151385 151417 
151622 1 .51875 152281 152587 152928 153029 153241 153554 
153797 153798 153814 153851 153874 153949 154103 154104 
154116 154122 154146 154181 134193 154226 154756 154318 
154434 154474 154485 154538 154 .594 134615 154713 154717 
154718 154737 154740 154744 154838 154841 154867 154875 
154876 154888 154893 154895 154897 154898 . 


The following designs have been registered . They are not 
open to inspection for a period of two years from the date 
of registiation exct pt as provided for in Section 50 of the 
Design Act, 1911. 


The date shown in the each entr . is the date of registra 
tion of the design included in the entry . 


Class 1 . No . 1563.50 . Bansal Traders & Engineering Com 

120 C - 7 . Wazirpur Industrial Area , Delhi, India , 
i Partnership firm . “ Adjustable Baby Walker " . 
26th November , 1985. 
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Nume 


& 


Appln . No, 


Class 1. Nos . 155873, 155876 , 155877 , 155878, 155879 , 

155880 . The Jay Engineering Works Ltd ., 23, 
Kasturba Gandhi Marg , New Delhi- 110001, 
India , an Indian Company. " Table Fan Guards” . 
23rd July , 1985 . 


- - - 


- 


- - 


- - - - - 


Class . 1. No. 155881. The Jay Enginecrinc Works Ltd ., 23 , 

Kasturba Gandhi Marg, New Delhi- 110001, 
Indiu , an Indian Company , wlable Fan Stands " . 
23rd July , 1985 . 


Class 3 . No . 355910 , Amar Nath Bansal of Mahalaxmi 

Toys , 30 / 73, Gali No . 8 , Vishwas Nagar, Delhi 
110032, India , Indian National . " Night Lamp" . 

5th August, 1985. 
Class 3 . No. 156055 , Bansal Plastic , 3052 / 223, Tri Nagar, 

Delhi- 110035 , India , an un - registered Partnership 
firm . " Pot (Lotah ). " . 17th September , 1985. 


В 
BBC Brown Boveri & Company, Ltd . — 374 /Mas / 85. 
Boc Group , Inc , The .- - 390 /Mas /85. 
Babcock & Wilcox Company Thç. 412 /Cal/85, 413 /Cal / 

85 , 414 / Cal /85 , 415 / Cal / 85 . 
BARVE , Y .S .- 141 /Bom / 85 . 
Bavisi , A . N . - 130 / Bom / 85 . 
Beloit Corporation . - 334 / Cal/ 85, 341 /Cal /85 . 
Benedict, F . D . -- 368 /Mas /85 . 
Bennett , B . A . - 339 / Cal / 85. 
Bharat Heavy Electricals Limited . — 380 /Del /85, 381 /Del /85. 
Bhattacharya , N . N .- 338 /Cal / 83 . 
Biorescurch SpA . — 345 / Cal /85, 346 / Cal/ 85 . 
British Petroleum Co , P . L . C . The . -- 386 /Del /85 . 
British Petroleum Co , Ltd . The. — 423 /Del / 85 . 
Brush Wellman Inc . - 398 /Mas /85, 399 /Mas / 85. 


Class 3 . No. 155964 . R . W . Simon Limited , a British Com 

pany of System Works, Hatchmoor Industrial 
Estate , Torrington, Devon EX38 7 HP , England, 
“ Ventilator" : " Reciprocity date is 19th February , 
1985 . 


Class 13 . No . 155883 . Moban Exporty ( India ) Pvt. Ltd ., 

Mohan Housc , Zamrudpur Community Centre , 
Kailash Colony Extension , New Delhi- 110048, 
India , an Indian Company. " Textile Shirt" . 23rd 
July , 1985. 


Ex71. of Copyright for the Socond period of five years, 
Nos , 150080 , 149762. . . 

Class - 1 . 
Nos. 155748 , 150319, 155449. . . . . . . . . . . . . . . Class-3 . 

No. 150265, . . .. . . . . . . . . . . . . . . . . . . . . . . . . . Class 4 . 
Exin . of Copyright for the Thiril period of five years. 
Nos . 143429 , 155748 , 155449 , 143449, 

1434450 , 143451, 143533. . . . . . . . . . . . . Clays-3. 
Nos. 150265, 143452 , 143453. . ... . . . .. . . . . .. Class 4 . 
Nume Indexes of applicants in respect of Parent Office and 
its Branch Offices for the month of May , 1985 (Nus. 332 / 
Cal/ 85 10 416 / Cul / 85, 119 ! Bom / 85 10 141 / Bom / 85 , 
332 /Mus / 85 to 403 /Mas /85 and 372 ! Del /85 to 439 /Doll 


CGEF Alsthom . - 387 /Del / 85 . 
Chesebrough-Ponds Inc. 438 /Del /85. 
Chhabra , J. R . - 404 / Del / 85 . 
Chief Controller Research & Development, The, 406 /Del / 

85 , 409 /Del /85, 
Choudhary, S. ( Dr.). 413 /Dc) /85. 
Ciba- Geigy AG . – 391 / Del /85. 
Colgate- Palmolive Company. — 437 /Del /85. 
Combustion Engineering , Inc . — 368 / Cal / 85 , 402 / Cal / 85, 

406 /Cal /85. 
Compair Broomwade Ltd .-— 429 / Del /85 . 
Control Components Inc. — 399 /Dc1 /85. 


85 ) . 


Council of Scientific and Industrial Research . — 394 /Del /85, 

400 / Del /85. 401 /Del / 85, 102 / Del / 83 , 403 /Del / 85, 
430 / Del /85. 


- 


. 


- - 


- 


Namc 


& 


- - - - - - . 
Applu , No. 


Dascinnies, T. --- 392 /Del /85. 
Deglissa Aktiengesellschaft . - 335 / Cal /85. 
Dennison Manufacturing Company. - 375 /Del / 85 , 376 /Del / 
35, 377 /D =1 /35. 378 / Del /85. 
Desai, N . N . — 127 / Bom /85. 
Desouzi. A . -- 121 / Bom /85. 
Deutsche Texaco AG . — 369 /Mas /85. 
Development Finance Corporation . - .357 / Cal /85, 363 /Cal / 


345 / 


85 . 


A , Ahlstrom Corporation . — 39° / Mas/85. 
AEPLC . - - 396 /Mas / 85, 
Aboobacker, A . P . -- 383 /Mas /85, 
Agrawal, ( .D .- 408 /Del / 85 . 
Aktiebolaget SkF.- 421 / Del / 8 s. 
Alagi Allami Tangazdaug.-- 3- 48 / Cal /85. 
Allied Corporation . — 334 /Mas 85 . 
Allied Tube & Conduti Corporation . — 352 /Mas /85 . 
Aluminiu .it Pechiney ._ - 394 /( al / 85, 344 /Mas /85, 

Mix /85 . 
Ambac Industries , Incorpori.tel. - 396 /Cal / 85 . 
Ambikadlevi, N .- - 340 /Mas /85. 
Amoco Corporation . — 398 /Del / 85 , 436 /Del / 85. 
Anand Automobiles , — 379 /Del /85. 
Aquaporc Corporation . — 336 /Nlas /85. 
Arnci S. A . – 353 /Mas / 85 . 
Asahi Kasci Kogyo Kabushiki Kaisha. - 354 /Cal /85. 
Atochem .- - 348 /Mas / 85. 
Axel Johnson Engineeriog AB. 333 / Cal /85. 


Devncy , D . W .J. - 408 /Cal /85. 
Devney , D .W .J. 408 / Cal /85 . 
Devney , L . F . D . - 408 /Cal /35 . 
Didier Engineering, GmbH . — 384 / Dc1 /85. 
Dietrich , F . - 425/ Del/8.5. 
Dow Chemical Company , The. -- 401 / Mas /85. , 
Diaper Develo , inant Corporation Pty . Ltd .-- 433 /Del /85, 
Durametallic Corporation . - 378 / Cal / 35 . 
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Appln . No . 


. . . . . . . . . . . . . . . . . . . . . . . . . . . 


Jacob Manufacturing Company , The. - 411 / Cal /85. 
James Howden & Co . Ltd . — 385 /Del/85. 


E 
E . Du Pont De Nemours and Company . - 383 / Cal /85, 401 / 

Cal /85, 405 /Cal / 85 . 
Energy Conversion Devices, Inc .- - 388 /Del /85. 
Ethicon Inc . — 376 /Cal / 85. 
Etto , X .F . - 388 / Cal 185 . 
Eutotic Corporation .. . 360 /Mas / 85 . 
Everkleen Sanitary Products Pvt. Ltd . - 405 /Del / 85 . 
Exxon Research and Engineering Co. - 395 /Dcl/85 . 


Farstad, 0 . - 357 /Mas / 85. 
Firestono Tire & Rubber Co , l hc. - 393 /Del / 85. 
Firmenich $ 4 .-- 427 /Del /85. 
Fista Chemicals AG .– 378 /Mas /85 . 
Fluor Corporation. --379 / Cal/85. 
Fonseca , E . - 388 /Cal /85. 
Franz Plasser Bahnbaumaschinen -Industriegesellschaft 

M . B . H . - 358 /Cal /85. 


Kmkkarl Magerlc Lizenz AG . – 347 /Mas / 85 . 
Kenrich Petrochemicals Inc.- - 389 / Del /85 . 
Knorad Rosenbauer KG . — 361 / Cal /85. 
Knorr - Bremsc Gmbh. — 340 / Cal /85. 
Kurt Engineering Gmbh. — 400 /Cal /85. 
Koshy, 1.-- 339 /Mas /85. 
Kraílwerk Union Akticngesellschaft.-- 349 /Cal /85 
Krishnamurty, V . - 338 /Mas /85 . 
Kronos, Inc. - 424 /Del /85. 
Kulkarni, P. K . — 133 /Bom /85. 
Kulkarni , V . P.- — 133 / Bom /85, 
Kyorin Pharmaccutical Co . Ltd -- 38 ; /Mag /85. 


a 


Gane Villamossagi Muvek . - 412 / Dc / 85 . 


Gea Luftkuhl Ergesellschaft Happel Gmbh & 

Cal / 85 . 


Co. - 373 / 


Gum Base Co. S. P . A . - 403 / Cal / 85 . 
Gupta , B . K , - 439 /Del/ 85. 
Gustav Schade Mashinenfabrik Gmbh & Co. - 398 /Cal /85. 


L 
Larsen & Toubro Ltd .- - 134 / Bom / 85 . 
Lempert, D . A .- 415 /Del /85. 
Lucas Industries Public Limited Company. - 385 /Mas /85. 

M 
MS International Plc . — 410 /Cal /85 . 
MTA Termeszettudomanyi Kutato Laboratoriumai. — 348 / 

Cal /85. 
Mahajan, C - 390 /Del /85. 
Mahindra Owen Ltd . — 119 /Bom /85 . 
MCGAW _ Edison Company . - 416 / Cal /85. 
Mechanical Technology Incorporated . — 372 /Del /85, 373 / 

Del /85, 374 /Dcl /85. 
Mechag , Private Limited . 341 /Mas /85 . 
Medical Technology Corporation . - 388 /Mas /85. 
Melscan B . V .- 347 / Cal/ 85. 


н 
Hagan, R . J. - 413 /Del /85 . 
Harsco Corporation . 372 / Cal /85. 
Hindustan Lever Ltd .- -125 /Bom /85, 126 / Bom / 85. 
Hitchiner Manufacturing Co . Inc. — 365 /Mas / 85, 

Mas / 83. 


403 / 


Metal Box P .L . C . -- 349 /Mas /85, 335 /Max /85. 


Hoechst Aktiengesellschaft.- 37. / Cal /85, 387 /May /85 . 
Hoechst Iudia Ltd . -- 122 / Bom / 85 , 
Hooft, E . V . . 393 /Cal /85 . 
Hook, T . A . - 397 /Del /85. 
Hybritech Incorporated ,~ - 360 /C1/85. 


Metallgesellschaft 

Cal / 85 . 


Aktiengesellschalt. — 369 /Cal / 85, 


3771 


Mitsui Toatsu Chemicals , Incorporated , - 397 /Cal /85 . 
Mobil Oil Corporation . - 361 /Mas / 8.5, 366 /Mus /85, 367 / 

Mas /85, 384 /Mas /85, 386 /Mas / 8,5. 
Moorjani, B . S . — 139 /Bom /85. 


Inclia Explosives Limited .-- 343 Cal/85, 344 / Cal /85. 
Indian Institute of Sciencc.-.- 37.. /Mas /85 . 
Indian Petro -Chemicals Corposition Ltd . - 136 / Bom /85. 
Institut Francais Du Petrole .- - 135 /Mas /85. 
Intech Systems Corporation . - 3.50 /Mas /85. 
International Standard Electric Corporation . -- 371 /Mos /85. 
Isolite Babysock Refractories Co Ltd .- - 359 / Cal /85 . 


Nabisco Brunds, Ing. – 370 / Cal / 85, 399 / Cal /85. 
Nair , K . P . R . -- 120 / Bum /85 . 
Narain , J. - 419 /Del /85. 
National Acronautics and Space Administration. — 332 / 

Cal / 85 , 
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- 


- - 


- - - - 


- - - - - 


- - - 


Nanie 


- 


- - 


& 


Appin . No. 


Name 


& 


Appln . No 


National Research Development Corporation . - 410 /DcI /85 . 
Nauchno -Proizvodstvennoe Obiedinenie Kamen I Silikaty. 

391 / Cal /85. 
Nippon Chemiphar Co. Ltd. — 382 /Mas /85. 


Sociele Nationale Industrielle Aerospatiale . - 435 /Del/ 85 . 
Soloinn, F . D . - 409 /Cal /85. 


Oil & Natural Gas Commission . — 407/ Del /85. 
Oronzio Bę Nora Impianti Elettrochemici. — 135 / Bom /85. 


P 


P . L . Smidth & C0. -- 337 /Mas /85. 
Palnitkar, G .P .R . ( Dr ),- - 355 /Mas /85. 
Pathak, S. N . - 123 / Bom / 85 , 129 /Bom /85. 
Pedoren , J. - 411 /Del /85. 
Pfister, GmbH . -- 389 /Mas / 85. 
Pfizer Inc.- - 434 /Del /85. 
Phillips Petroleum Company.~ 336 /Cal /83. 
Planorg Meinoki Iroda GM . – 385 / Cal/85 . 
Pyrament, Inc.- 428 /Del/85 . 


Sous, Tralants Arrondissement Dieppe, S. T. A . D .- 404 / Cal / 

B .S . 
Stahl Chemical Industries , B . . — 373 /Mas /85 . 
Stahlwerkc Peinc Salzgitter, AG . — 384 / Del / 85. 
Stamicarbon , B . V . — 332 /Mas /85, 333 /Mas / 85. 
Standard Manufacturing Co. — 366 /Cal/83. 
Stein Industrie .-- 431 /Del/ 85, 432 /Del/ 85. 
Stratoflex , Inc . — 364 /Mas /85 , 370 /Mas / 83. 
Sudo, M . — 346 /Mas /85. 
Sulzer Brothers I.td. — 337 /Cal /85, 350 /Cal /85. 
Sunpra Energy & Recovery Engineering Pvt. Ltd .- 132 / 

Bom /85. 
Svenson , S. — 389 / Cal/ 85. 
23 Szamu Allami Epitoipari Vallalat.-— 380 /Mas /85. 


R 
Rabe , E .-— 426 /Del /85. 
Ramesh, R. V. - 388 /Cal/85. 
Rao , E . O . K . - 358 / Mas /85. 
Ross, M . 1. – 395 /Cal /85, 
Ross , M . A .-— 342 /Mas /85. 
Ruhrtal - Elektrizi Tatsgescllschaft Hartig GmbH & Co. 

367 /Cal /85. 


T.P.O . " Pharmachim ". — 351 /Mas /85. 
Tata Engineering & Locomotive Co . Ltd . - 138 / Bom / 85 . 
Tata & Lyle Public Limited Company . — 392 /Mas /85. 
Tea Technocrats , Thc. — 386 / Cal/85. 
Tea -Ma Consortium India Limited . – 387 /Cal / 85 . 
Thadani, s. C. — 128 /Bom /85. 
Thames Water Authority , – 356 /Mas /85. 
Thyssen Stahl, AG . – 364 / Cal / 85 . 
Toyo Engineering Corporation .- - 397 /Cal /85. 
Toyota Jidisha Kabushiki Kaisha. — 359 /Cal /85. 


S . A . R . L . Linde Froid Ft Climatisation .-. - 362 / Cal /85. 
SKW Trostberg Aktiengesellachaft, — -364 / Cal /85. 
Saab Marine Electronics Aktiebolag . – 379 /Mas /85 . 
Santa Barbara Research Center . — 418 /Del /85. 
Santrade Limited . — 137 / Bom /85. 
Satardekar, V . D . - 131 / Bom /85. 
Schlotter, G . (Mrs .). — 392 /Cal /85. 
Schlumberger Limited .-- 400 /Mas /85. 
Sen , G . ( Smt. ). — 352 / Cal / 85. 
Sen, N . - 352 /Cal /85. 
Shah , M . R .-- 140 /Bom /85 . 
Shankhayan, S. D . - 416 /Dc1 /85. 
Shell Internationale Research Maatschappij B . V . - 375 /Mas / 

85, 393 /Mas / 85. 
Sherritt Gordon Mines Ltd. - 422 /Del /85. 


UOP Inc. — 420 /Del/85. 
Union Carbide ( 1) Ltd . —- 384 /C 1/85. 
University of Southampton .- - 351 /Cal /85. 
Uponor AB. — 343 /Mas / 85. 


Varghese , W .-- 124 / Bom /85 . 

VEB Kombinat Nagema.- -371 /Cal/ 85, 382 /Mal 85 . 
Veb Stahl-Und Walzwerk . - 381 /Cal /85. 
Velsicol Chemical Corporation . —-396 /Del /85 . 
Vijayan , T. A .P . - 397 /Mas /85. 
Voest- Alpine Aktiengesellschaft .- - 400 /Cal /85. 


Siemens Aktiengesellschuft. - 342 / Cal /85, 353 / Cal /85 , 355 / 

Cal /85, 407 / Cal /85. 
Snamprogetti S .p .A . --376 /Mas /85. 
Societe Nationale Ele Aquitainę . - 382 /Del /85, 383 /Del / 85 , 


Vsesojunzny Nauchno - Issledovatelsky I Konstruktorsky Insti 

tuł PO Oboruduvaniju Dlya Shinnoi Promyshlennosti 
Niishinmash " . — 390 / Cal / 85. 
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Z 


Zellweger Uster Llu . — 362 /May /85, 363 /Mas / 85 . 
Zentrales Warenkuntor Obst, Gemuse Und Speisckartoffeln.--- 

363 /Cal /85. 


W .L . Gore & Associates, loc, — 394 /Mus /85, 395 /Mas /85 . 
Wakuta , K . -— 377 /Mas / 85 . 
Washington University. -- 375 / Cal /85 . 
Wolla Aktiengesellschaft. - 380 /Cal /85. 
Westinghouse Electric Corporation . - 356 /Cal /85 . 
Westinghouse Electric Corporation .-- -356 /Cal /85. . 
White Consolidated Industries, Inc . — 417 / Del / 85. 
Wilson , A . L - 354 /Mas /85. 
Worldwisc Solar Group Pty . Ltd . -- 402 /Mas /85, 


R . A . ACHARYA 
Controller General of Patents , Designs 

and Trade Marks 
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